


Whole No. 1018 


No. }}. 





445-447 Plymouth Ct., Chicago. 


June 15, 1932 








——~— — ———— oe 


Co-operation for the Elimination of Plumbing Business 
Prejudices 


A few days ago, while conversing with a gen- 
tleman who has been prominently associated with 


the plumbing and heating trades for a number of 


years, we were somewhat startled with the infor- 
mation that it was this gentleman’s opinion that 
indifference to the great principle of “co-operation” 
in the plumbing and heating trades has prevented 
many masters of the crafts from receiving just 
remuneration for their business endeavors. 

“How is #t possible for such a condition to ex- 
ist,’ we asked, “when these trades maintain asso- 
ciations second to none in the industrial world?” 

“For the verv reason,” he ventured, “that while 
the trades in themselves are keeping pace with 
progress, the masters of the crafts, swayed by busi- 
ness prejudices, have been absolutely blinded to 
the necessity of co-operating themselves into pub- 
lic favor.” 

The whole trend of this man’s thought seemed 
to forebear the idea that modern business is founded 
on human service. 

There are many purposes in the maintenance of 
commercial associations, and the greatest of all these 
purposes should be co-operation for .the righting 
of industrial wrongs and the elimination of business 
prejudices. ‘Thus there will come in the natural 
course of events a better and more clear understand- 
ing of principles involving business progress and its 
relationship to business remuneration. 

A personal or business prejudice is scarcely ever 
an opinion. Take one question—one that we hear 
a great deal of in the plumbing and heating trades 
—that of business conduct, with which opinion has 
so much to do. If the matter were left to the feel- 
ings of men instead of reasons, chaos would reign. 
As it is, feeling has too large an influence in the 
standardizing of conduct. If it had everything to 
do, the feeling in each person’s mind would be that 
everybody should be required to act as he and those 
persons with whom he sympathizes would like them 


to act. 





re 


“No one, indeed, acknowledges that his stand 
ard of judgment is his own liking; but an opinion 
on a point of conduct, not supported by reasons, 
can only count as one person's preference.” 

self-interest, prejudices, superstitions, envy and 
jealousy, and any of the multifarious causes which 
influence men’s wishes—and their wishes in regard 
to the conduct of others are as numerous as those 
on any other subject—lead men to try to force their 
opinions—or what they call such—on others and 
they sometimes succeed to a disastrous extent. The 
reasons by which they support their opinions are 
those which any man uses who believes that might 
makes right, and whose preterence is adherence to 
rules that may have outlived their usefulness rather 
than a reference to co-operation. Why think when 
force will serve vour purpose? But has force really 
ever served a purpose to industries such as has co 
operation for business and public favor? 

The right to freedom of opinion has been worked 
out through centuries of strife. [ven though there 
is the power to do so, when others are deprived ot 
the right to think as they choose, a grave social of 
fense has been committed. 

there are innumerable reasons why a man in 
business should be able to deferid his belief or sup 
port his opinion with reasons, in the spirit of co 
operation. Ii for no other reason he should be able 
to do this, because it is the best way to get under 
standing. With the practice of reasoning, judgment 
erows more dependable, the mind and opinion gets 
breadth, and discoveries are made before it is too 
late to correct error and avoid misapprehension. 

The whole strength and value of human judg- 
ment, according to Mill, the great philosopher, de- 
pends on the one property that it can be set right 
when it is wrong and that reliance only can be 
placed upon it when the means of setting it right 
are kept constantly at hand. 


It is great proot of advance in understanding 
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when aman can without heat. and in tair discussion 
put torth reasons tor his opinions. In the: case ot 


a man who has been 


deprived of understanding 
through indifference to co-operation, discussion but 
sets him more firmly in his own way of thinking 
lle has tow little traminy to be tolerant. and too 
little practice in controlling himself to reason calm 
ly The man of understanding can discuss without 
heat, while the man uncouth in thinking. soon loses 
his temper and is ready to use the only really ef 
lective argument he is acquainted with, that of the 
strong arm—and in business that of rendering a 
service or selling an article at a figure that cannet 

lt is a perfectly natural thine tor men to be in 
tolerant. but with an increase of understanding the, 
at least realize that almost any opinion contains a 
nexddicum of truth, and is theretore worth listening 
to: that no matter what a mans course in business. 


there Pl}<t\ ye si oThic reases)y) To lias behavior which 


will do them no harm to consider 


Wi Is Ht that there is a preponderance alone 


mankind of rational opmions and of rational con 


fhe answer to this question is that owing to 
quality ot the human mind, which is the source ot 
evervthing respectable im man, either as an intel 
lectual | moral bemy. his CTrOors Call be corrected. 
Ile can reectityv his mistakes by experience, co-oper 
ation and discussion—discussion tor the sake of in 
terpreting experience. “Wrong opinions and prac 
tices gradually vield to tact and argument, but tacts 
and arguments to produce any ettect upon the mind, 


1 1.7 } » | 4) } 7} a ? 
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CORRESPONDENCE SCHOOL FOR AMBITIOUS 
YOUNG SALESMEN. 


By “The Spectator.” 
We have been completely overwhelmed by the stupendous 
ve have made im launching the school lf we could 
vercome an innate modesty that abhors any suggestion ot 
boasttulness oor selt-pratse, We might perhaps pont te thre 


fact that the allotted enrollment of ten thousand has lone 


— 


since been tilled. and there is now a watting list so huge 
that we cannot even estimate it. although the whole depart 
ment force has been doing meht work for the past month 
\Iso that felicitations and pwans of praise are pouring in 
upon us with each visit oft the postman. 

Sir Thomas Lipton wants to establish a thousand scholar 
ships at once. Inasmuch as others hke Sir Thomas may be 
laborine under a mistaken, though flattering notion, that 
our graduates will be able to sell anything, including tea, 


» pomt out that the course 


we are led at this juncture t 
ums only at the development of top-notch radiator, boiler 
and bath tub salesmen. “Twas a hard thing to do, but we 
had to cable in reply, “Nothing doing on scholarships.” 


Mr. Theodore Roosevelt, whose hat recently blew into the 
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ring. expresses volumes of strenuous commendation in his 
terse telegram, “Bully,” just received and filed 

Only one unfriendly message has been received. Mr. J. 
Hooker of Weeping Water, Neb... wrote that in his opines 
ur course of instruction is all bunk. He said that if any 
such person as those we are training in Salesmanship, dare: 
to step across the threshold of his store, he'd shoot hin 
on the spot. One of our special representatives, whom ws 
immediately dispatched to Weeping Water. reported that 
Hooker is a sallow complexioned person with a Mikad: 
mustache; also that he is in the tin-smuthing: busimess and 
has been at outs with the world ever since the local organ 
ation of plumbers persuaded him that he should not pra 
tice thetr profession without a license. Upon receipt of this 
report we sent him, prepaid, Joe Millers jokebook and a 
complete set otf Mark Twain's works. As we write, th 
manager of the subscription department has shown us a 
letter from Hooker, containing a complete apology and a 
check in advance tor three vears” subscription 

Thus we might go on, ad infinitum, plucking at randon 
from the immense bale of letters and telegrams. all ex 
pressing admiration, appreciation and encouragement. Ever 
Jack Johnson has heard of the school and he writes, some 
what at length. offering splendid ideas as to sure methods 
of rounding up orders. In due course as we come to thr 
heading. “physical qualitications.” these suggestions shall ly 
set torth and commented upon 
let us now take up the second lesson, which, considering 
the close proximity of the vacation season, shall be short, to 
there are many who will devote themselves to their studies 
during the allotted two weeks, and we do not intend that 
they shall come back to their studies tagged out and = rium 
down at the heels mentally 

Dress is an all important subject that comes fittingly t 
mind at this time. Keep always abreast of the styles; avoid 
ready-made garments. These, though usually in the mode, 
are too inexpensive for high grade salesmen. They ar 
really intended tor lawyers. doctors, bankers and sucl 
like, No salesmen ever excited the proper amount of ad 
mMiration in them Detachable cuffs are not permitted 


sno merit in a mere chanve ot cufts and the trad: 


~ 


There 
will be quick to spurn vou if you trv any bluff in the 
matter of tastidiousness. Murine all seasons” gloves 
should be worn No worth-while customer cares to 
shake hands with a salesman who does not wear c‘oves 
lf,vou are a fraternity man always wear your pin in 
some conspicuous place. Well-meaning, but simple, per 
sons will there be sure to ask you questions about it 
and by maintaining provoking silence you can administe! 
a needed rebuff and at the same time make them realize 
the many mysteries that are away beyond them. 

Never so far forget vourself as to refer to a waistcoat 
as a “vest.” Plumbers and a few others are the only 
ones who wear “vests.” Keep your hat on your head 
Some old fashioned salesmen have a foolish habit ot 
tuking it off, particularly when calling on a custome! 
for the first time, and the practice has tended to pro- 
mote arrogance on the part of the trade. It is tor the 
rising geni of the road to quell such uprisings and ne 
better method ts available than to frown upon those silly 
ideas of the ancients. 

These broad guiding principles will be sure to V1\ e oul 
young students something of an idea of the importance: 
of dress, which, 1f they are as clever and discerning as we 
suspect them to be, will be carried by them to the nicest 
and most ultra extremes. Let none hesitate to put then 


In practice at once. 








The American Society of Inspectors of Plumbing and 
Sanitary Engineers Broadens Its Scope of Work 
The Seventh Annual Convention of the Seciety, Held in St. Louis, Marks the Beginning of 


a New Era in Its Field of Endeavor—Convention Was Botha 
Successful and Enjoyable Event 


BN ad eptine a le TPitdes | “sanitary envinec¢c!s 1! if ~ thie HeVINnNIMe of a new CT rene “ahitary rylitmoboin 
relanonship to the membership of the American Societys and all other sanitary work- r the conventences of thre 
ot Inspectors of Pluming and Sanitary Engineers, that nation s population hus the \merican Society ot In 
orvanization has taken thre NILA tivVe Or becoming thre Tet spectors of} Plumbine and Sanitary fnemeers has passes 
ognized standard auth rity ol matters pertaining to the out of the stage of its intance, lt is now in ; position 
nation’s weltare in sanitary conditions of both rural dis become all that it should be: a recognized authority o1 
tricts and thickly populated communities domesti sanitation and. thre elimination. of inne cessary 

The seventh annual convention of the society, which was evil conditions which have been detrimental to the public 
held in St. Lous, Mo. on June 4. 5 and 6, marks the be health trom ungoverned and unscrupulous lack of atten 











ty a : as 2 Oe 
ae ee ogee Ke Peg) Pci Fi oa nahin, 
New Officers and Executive Committee of the American Society of Plumbing Inspectors and Sanitary Engineers. 
vinning of a new era in its work. The Society s accept tion to necessary and ettictent reqtirements mn. sanitars 
ance of the detinition of “sanitary engineer,” and a revision plumbing, and modern sanitary plumbing equipments 


tits constitution and by-laws, provide for a much broad President Martin J. Conroy, ot St. Paul, in his address 


r scope of work and for the elimination of rules which to the Society, outlined its accomplishments during the 


have heretotore been a hindrance rather than a help to the past vear and also indicated the necessity of co-operation 
Society s membership ot the members and otticers of the Society in the wi 

The spirit of the membership of the Society in conven accomphshing that which the organization intends 1 
tron assembled was wholly tor the betterment of sanitary “to make this whole world a better place ino whi 
conditions throughout the entire nation and for the ree live. 
oenition of the Society's actions as authoritative on san The sessions of the convencion were held in an adequate 
itary affairs. The work ot the past vear of the officers of convention room in the Planters Hotel, and mueh credit 
the Society and its board of directors was especially com is due Edward Quinn tor the arrangements mad 
mended by the delegates who attended the sessions of the convention's gatherings and tor the unique badge provided 
onvention each delegac 

The work ot Thos. J. Claffy, of Chicago, as the secre Tuesday Morning's Session. 
tary, and his personal endeavors for its weltare, brought: The tirst session of the convention was called to ordey 
torth a splendid feeling of appreciation trom both new on Tuesday morning, June 4th, at tt o'clock by President 
and old members. Lonroy, and on roll eall hy the se retary, about seventy 

The excellent papers read during this convention and five active and associace members responded 
the discussions which followed these papers will mark The roll call being completed, the president proceeds 
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to the routine order of business and immediately appoint- and executed the printing of the proceedings and it 1s du 
ed the following committee; to his indefatigable efforts that we have so creditable a 

Resolutions I. WV. Tilden, ot ( leveland, A. A ( Sha book. 

er, of Pasadena, Cal.; and Chas. M. McHugh, of Cedar Receipts and Expenditures. 
Rapids, lowa Cash on hand, February 6, 1911..................$ 363.16 

\uditing—Isaac Carver, of Pittsburg, Pa.: W. H. Jen (ash received for dues to the year ending June 1, 
nish, of Waterloo, lowa, and red H. Baker, of Spring- 1912 | 8°0.00 
eld, Tl (ash received for copies of proceedings for th 

The minutes of the last prevtous meeting of the Society vear 1911 , [wees > 6.00 
vhich was held in Milwaukee in February, 1911, were read (ash received tor proceedings of other vears..... Oo 
hy Secretary Claffyv. and the minuces of that meeting were 

proved as. read Potal cash receipts oc os 0h 192.16 


| 
| 
| 











Members of the American Society of Plumbing Inspectors and Sanitary Engineers, 


Secretary Claffy then presented for the consideration Total expenditures to June ', BOIS... : S1S.06 
of the delegates the following report: Balance of cash on hand .... , Leech we es 64 604 6 d.40 
Total number of members in eood standing...... y] 
Secretary’s Report for Years 1911 and 1912. Tot: — | = a Pees ae 
otal number of members who are in arrears for 
In presenting my report for the coming year, | would dues two years or more ....... * 
especially invite your attention to the vast amount of Total membership ............... bees eaten 154 
labor imposed upon your Publication Committee, of which Total number who have received proceedings of 
| am a member, in the printing of the proceedings of two 1910 and 1911... ‘eek dudwneene 84 
conventions. The absence of stenographic notes of the Total number of certificates issued to members 
Trenton Convention made it cxtremely difficult to outline In 1917 eee eT ic ues bees 
properly the material for the report. This society owes Total number of certificates issued to members in 
a great deal of gratitude to Mr. Harry De Joannis, who 1s 1912 91 


a member of that Publication Committee, who planned Number of applications received ................. 18 
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Correspondence. a resolution prepared by the board of :lirectors at a meet 

Total number of letters. circulars and notifications ing held the previous evening, and this resolution recom 
A lal Ri i aoe WS re ek hp 1.200 mended that the secretary be allowed $100 for services 
The meee has been unusually heavy, partly rendered during the past yea This resolution was 


on account of the changes made in the (onstitution and adopted by the convention and entered into the records 


By-Laws in Milwaukee and the way it affected the mem- 


- 


of the meeting. 
bership, and partly on account of the fact that one second Secretary Claffy in expressing his appreciation of 


year as Secretary brings in the natural course of events action of the membership, referred to the fact that he 


more correspondence on account of a wider range of ae- had been assisted saan eg in the work by the co-opera 

quaintances. Respectfully submitted, tien ot both the members of the Society and the trade 
Thomas J. Claffy, press 

Secretary and Treasurer. \ report ot the meeting of the board of directors which 











and the Guests, Who Attended the Seventh Annual Convention in St. Louis. 


This report was approved as read, then referred to the was held on Feb. 8, 1912, was read by the secretary and 
auditing committee for further attention. this report was accepted as read. 

The secretary's work during the past year, particularly following the reading of this report, President Conroy 
that of preparing and having printed the volume which asked Vice-President Lawler, of Pittsburg, to preside ovet 
contains a complete report of the last annual meeting, was the remainder of the session. Proceeding to the next 
referred to by Frank Kk. Chew, of New York City, as order of business, Vice-President Lawier instructed the 
worthy of special consideration at this meeting of the So- secretary to read the new applications for membership 
ciety. Mr. Chew forcefully called to the attention of the received. 
delegates the fact that Mr. Claffy had devoted an unusual After the reading of the applications of the following 


amount of time to the preparing of this volume and that centlemen, Secretary Claffy informed the delegates that 
he was entitled to every consideration, and in some meas these applicants were recommended by the board of dire 


ure, to compensation for his excellent work. tors. A motion was presented that the Soctety appro 
Following Mr. Chew’s remarks, President Conroy read of the applications and that 


each ot the following centle 
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nien be declared elected to membership The motion Was 
New Active Members. 


brank N. Crowley, Cinemnati, © 


Iirnest ©). Chase. Canton, II] 


IS. batzwerald, Lake lorest, I] 
brenk ©). Stanley, Little Rock, Ark 
(|itford Ik, Smith, Sroux Falls. S. D 
WW. ok. Nye, Akron, © 

lacob Boll, Dallas, Texas 

Wo . Bennett. Portsmouth, \ 
1). Brown, Chicago, IT 

 » asserley, San lrancisce, Cal 
bie | Donovan, Boston, Mass 


ll. S. kosler, Chicago, 11] 
Stephen Gilmore, St. Lous, Mo 
\W. Gs. Groeniger, Columbus, © 
lohan Joers. Rock Island, I]! 
fk. J. Kane, Chicago, IT 
r Hi. Kilian, Chicago, I) 
lee, Pittsburg. Pa 
\. Mortensen, St. Paul, Minn 
| |. €) Toole, Chicago, Ti} 
I’? Padgett. Decatur, II 

i Schaner. St. Paul, Afinn 
| Rk. Thompson, Chicago, 111 


\ 1 | Voigcht. ( baca yay. 1]] 


New Associate Members. 
\. Cornelus, Grand Rapids, Mich 

WW. tl. Baker, St. Lows, Mo 
it. YY. Carson, Indianapolis, [nd 
(ec bk. Hermeton,. New York City 
|, S. Kelley, Chicago, TT 
\ general discussion of the status of members in the 
was indulged in, tollowing the reading of recom 
mendations made by the board 1 1 directors tor the detini 
moot “sanitary engineer, and action taken on the re 
siston oot the constitution and by-laws, the purpose ot 
vhich recommendation was to broaden the scope of the 
Society Ss endeavors rank iN (Chew represented the 
board of directors and submitted the following detinition 
ot “sanitary engineer” and recommended the following 
revision of the by-laws on behalf of the board of directors 

Detinition ot Sanitary Engineer, as applicable to mem 
hership in this Socwetyv—One, who having acquired a broad 
knowledge ot the phenomena, laws and principles of San 
itary Science, has by practical experience in the art of 
onstructing sanitary works or operating sanitary process 
es become qualitied to design and execute important san 
itary works or to materially improve sanitary methods and 
procedures 

The foregoing definition shall constitute a standard by 
which sanitary engineers shall be measured for eligibility 


te active membership in this Soctety 


Revision of By-Laws. 


Amendment to Article 1, Section 2.—No member shall 
be eligible to take office in this Society, unless he is an 


} 


rctive member for at least two yvears and in good standing 

\mendment to Section 3, Article 3.—Associate mem 
ye rship shall be extended to all those who are interested 
in Sanitary Science and the ebjects of this Society, and 
shall become eligible to Active membership at the end 
of two vears, provided they make application in proper 


rorm 


Section 5, Article 3.—Repealed 


Section 6, Article 3 


Repe tled 
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\rticle 4, Section 2.—All applications tor membersh: 


are to be sent to the Secretary and acted upon and aj 


! 


proved by a majority vote of the Board of Director 


Such applications shall be in the hands of the Board 
Directors at least sixty days previous to the date of th: 
next Convention 

Section 10.—Previous amendments to this Constitutio: 
and By-Laws will be considered only at annual meeting- 
or must be presented in writing to the Board of Dire 


} 


tors between meetings, stened by at least three member- 


The question of the adoption of such amendments. shal! 
be voted upon by ballot in the manner preseribed tor thi 
election ot members 

\ motion was made that the convention adopt. th: 
foregoing recommendations «of the Board of Director- 
and this mon was carried. The convention then ad 


kourned until 2 p. m 


Afternoon Session. 


The second session of the convention. was called te 
order at 2:30 o'clock by Vice-President Lawler. Follow 
ing the roll call the secretary called for a report of the 
auditing committee, and the report of this commitee was 
read by Chairman Carver Phe report of this committee 
approved the secretary-treasurer’s reports, and on motton 
the report was accepted and entered into the records 61 
the meeting 

(Chairman LL. W. Tilden, of the resolutions committee, 
asked Presiding ()theer Lawlet for mstructions as to the 
work of that committee. The committee was instructed 
to meet with the board of directors following the adiourn 
men of this session 

\ |: Shaver read to the delegates all of the corre 
spondence of the committee on public comfort stations 
pertaming to its work during a period of fourteen months 
This correspondence disclosed the tact that the comtort 
station mark adopted by the Milwaukee’ convention = ot 
the Society could not be used owing to the fact that it 
conflicted with the rights of the Red Cross Society mn the 
use of its insignia. A briet discussion of the correspond 
ence read by Mr. Shaver brought forth many suggestions 
as to the remedying of the condition which confronted the 
Society in the matter of a pubtie comfort station mark. 

If'rank K. Chew read the committec’s annual report 
This report contained a recommendation to the effect 
that the comfort station mark adopted by the Milwaukee 
convention be rescinded This report Was accepted and 
Vir. Chew then presented the delegates a number of draw 
ings from which a new comfort station mark could be 
adopted. Following ts the report of the committee as read 
by Mr, Chew: 


Report of Committee on Comfort Station Mark. 

There is necessity for the American Society ot Plumb- 
ing Inspectors and Sanitary Engineers to rescind a resolu 
tion passed at the meeting held in Milwaukee, 1911, adopt- 
ing a red cross in a green circle as the emblem of the 
Society for marking public comfort stations. A resume 
of what led up to the selection and adoption of a mark ts 
presented because another mark should be selected. The 
meeting of the Society in Trenton, N. J.. nm 1910, has be 
come known as the Comfort Station Meeting. One ot 
the papers presented was on Public Comfort Station Mark 
and Equipment by Frank K. Chew. This paper incited 
\. ©. Shaver, Pasadena, California, to use a red cross in 
a five inch green circle as a mark of a place where sani 
tary conveniences could be enjoyed. He induced many 


merchants in Pasadena to use it on their store windows 
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tov indicate where people could tind sanitary toilet con 
veniences at their disposal. He brought the meaning ot 
the mark before the people through articles explaining tt- 
use presented in the daily papers. The movement secured 
wide, popular favor, and led to the use of the red cross 
in a xreen circle in many cities where such gatherings 
as the encampment of the Grand Army of the Republi 
were held, greatly to the comfort and the benefit of the 
people. In some instances where temporary sanitary con 
veniences were provided, bubbling drinking tountains were 
also arranged, and the mark proved of incalculable benetit 
The use ot the mark resulted in favorable comment at 
some length in the trade and daily press and magazines. 
and one of these articles in the Calitornia Outlook, giving 
Mir. Shaver’s name and address, attracted the attention ot 
Magee, 


opened correspondence with Alr. Shaver, enclosing a copy 


the Ked Cross Societys Its Secretary, Chas. I. 


ot the act of Congress giving to the Red Cross Society 
the right to exclude others trom the use of the red cross 
in order that its significance, in time of war, might not 
become nullited through common use. Secretary Ma 
vee Ss correspondence was clear, courteous and conclusive 
Mr. Shaver opened correspondence with AMIr. Chew and 
the full tacts as to the position of the Society were pre 
sented to Secretary Magee with the assurance that recom 
mendation would be made to the Society to rescind the 
resolution adopting the mark with a red cross in a green 
circle, and would select another mark. Wath this assut 
anee, the Red Cross Society expressed sympathy with 
the humanitarian work of our Society, and rested; though 
it has full power to carry to a successful conclusion a 
sult against our Society to stop the use of the mark. Te 
dispose ot the matter creditably, the tollowing resolution 
is oftered: 

“Whereas, it has been tound that the use of a Red Cross 
ina mark tor public comtort stations is a violation ot a 
law in the interests ot the Red Cross Society: 

‘Be it Resolved, that the action of the American Society 
of Plumbing Inspectors and Sanitary Ingineers, adopting 
i Red Cross ina green cirele, as its mark tor Public Com 
tort Stations is hereby reseinded.” 

Your Committee has seen the advantage that attends 
the use of a comtort station mark, and to derive benetit 
trom the tamiliarity which the public has with the old 
mark, it recommends the use of a four pointed orange 
colored star in the green circle. Orange ts the color iden 
tified with health departments or sanitary work, and 
vyreen the color identified with police work in some cities 
(Other marks have been suggested, but your Committe: 
recommends the orange star m the green circle. 

Respecttully submitted, 
\. ©. Shaver, Krank WK. Chew. 

(On a motion made and carried, the adoption of a publi 
comfart station mark was deferred until another session 
of the convention in order that all of the delegates might 
have the privilege of making close examination of the 
drawings 

“The United States Plumbing Standards” was the sub 
ject of a paper read by Secretary Claffy, and this paper 
was followed by the reading of correspondence with dit 
ferent governmental departments. An open discussion of 
several points brought out in the paper read by Mr 
Claffy, was one of the beneticial features of the session 

“The Future of the \merican Society of Inspectors of 
Plumbing and Sanitary Engineers’ is the title of a paper 
read by Mr. Harry de Joannis. This paper by Mr. de Jo 
annis presented to the Society the necessity tor its future 


usefulness and brought forth the fact that the Society has 
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reached the age ol adolescence and vet that its Past Tes 
ords of growth have stamped it amone those destined tor 
opportunity as a national institution 

Dr. H. K. Beatty, of Pittsburg, who is one ot the lea 
Ing tactors in the promotion of the Soctety’s work and 


weltare, asked the convention to take action on the papel 


| 


read by Mr. Joannis. -Hle referred to the tact that thi 
paper was one of the most important parts of the pro 
ceedings ot this meeting, and that the paper should 
either be discussed or accepted 


] 


Dr. Beatty was formally introduced to the delegates by 


(Chairman lawler and the Doctor was asked to present 
to the delegates assembled a resume of the accomplish 
ments of the sanitary departments of the city of Pitts 
burg in the elimination of the privy vault. Dr. Beatty ts 
an authority on sanitary matters of thickly populated 
communities, and his work in connection with the health 
department of the city of Pittsburg has stamped him as 
one of the leaders in the work of securing a higher eft 
cieney im sanitary departments of all cities 

Dr. Beatty's address to the convention was tollowed Iy 
a discussion of the motion made by Mr. Quinn, ot St 
Louis, and the Society went on record tor the absolute 
abolition of privy vaults \ veneral discussion ot thr 
work alone this line accomplished in different cities was 
led by ex-President Walhamson, ot Detroit, and Secretary 
Clatts 

J. Ek. Mulane, ot Minneapolis, asked for an amendment 
of the original motion atter the discussion had been con 
cluded. Mr. Mulane sugeested that the amendment. t 
the motion should commend all cities and communiti 
that tinmance for sewerave systems to provide for the in 
stallation of modern sanitary plumbing equipments. This 
amendment to the orginal motion was carried after an 
explanation by Mr. Mulane of the purpose of the motion 
and a turther explanation of what has been a 
complished in cities of the northwest. The adoption 
this motion was tollowed by a sugvestion in the form ot 
a motion hy | ( \ltord, of ¢ hicavo, tor the appomtiient 
of a committee of three to gather data and statistics on 
the elimination of the priv \ vault, to be kept (rt) leon 
the office of the secretary of the Society tor the genera 
benetit of its membership. This motion was carried 

The matter of the appomtment of committee was «ds 
ferred until the next session. The committee then ad 


rourned to» Ineet at ten Oo clo x 6 OOT7 \WWoednesday WoT VU 


Wednesday Morning’s Session. 


The third session of the convention was called to order 
promptly at 10:30 o'clock on Wednesday morning by 
President Conroy. The president asked Dr. Beatty t 
preside over the meeting during the reading of the presi 
dent's annual address. The tollowing’ address was then 


read by President Conroy 
President’s Address. 


lt vives Ine Lreat pleasure to address today this Society, 
which | consider still in its intaney, tor | belreve it has 
done more to better sanitary conditions in this country 
mn othe past six years than all other forees of a similar 
nature have done in a century 

Why? First. because it 1s composed of practical as we 
as technical men, who have been unselfish in the giving 
of their time and money to advance the cause o: santta 
tion, 

Second, it has opened its meetings to all who have a 
desire to co-operate with the Society in this great work 


\nd third, but by no means the least. the hearty 








260 DOMESTIC ENGINEERING Vol. LIX, No. 1 


operation of the trade Press in calling to the attention of 
its great army of readers, the work being done by this 
Society and the publication of the very able papers pre- 
sented at these conventions 


Membership. 


\s charter member of this Society, it has been a pleas- 


; , . 1] 
ure, as Well 


as a matter of pride to me to see it vrow 
trom a small body ot men, gathered together in Washing- 
ton, D. C.. to 


ship. tlowever, we should at this meeting provide ways 


its present large and enthusiastic member- 


and means tor increasing our membership until we have 


enrolled all those who are eligible 


Inspectors and Sanitary Engineers. 


The time has long since passed when the Plumbing In 
spector need only see that all joints were properly wiped 
and calked and that the job would hold air or water. for 
today he must not only be able to do the above but must 
De calple to cle siyvn a <« omple te job, not only () a cottave 
but of a large tactory, mill or skyscraper, as well as be 
able to thoroughly explain the need ot a sanitary installa 
tion to those who wish honest, unbiased information, as 
well as to detend it from the dishonest and unscrupulous 
Mlaster Plumber or Builder 

The Sanitary Engineer must today not only be able to 
design a sewage or water system, but must be able to 
fulfill the duties of an inspector as previously detined. 

Permit me to do as my predecessors have, call to the 


attention of the Plumbing Inspector that he must not 


overlook the tact that he is a public servant, and he 
should entorce the law as he tinds it and must not be 


} 


swerved in his duty to the public, by either the dishonest 


Master or shiitless Journeyman 


Progress and Publicity. 


hie hact that thre proc edings ot previous conventions 
have been distributed to quite a number of Libraries—and 

number of calls tor copies have been received trom 
others—should convince us that a great deal of attention 
is being paid to the dommes of the Society. 

‘The Oreat amount ©! space viven Lo the proceedings 11] 
the trade Press, and especially to the papers read at our 
conventions, and the demand tor copies carrying same, Is 
additional evidence that we are being looked to 2s proper 


authorities on sanitation. 


Public Comfort Stations. 


While | believe this Society has done as much to pro- 
mote public comfort stations as our time would permit, 
let us not stand still in this good work,—as nothing 
will call tavorable public attention to the work of this Society 


as will our efforts im this direction. 


Sanitation for the Workers. 


This Society cannot be too zealous in its efforts to promote 
better sanitary conditions in the factories and work-shops, 
tor in carrying on this work we are doing a great good, not 
only for Society in general, but for those not able to demand 
it themselves 

Co-Operation. 


The Society should give its hearty co-operation to the 
good work of the manufacturer who 1s putting on the market 
fixtures and materials that will make a better job, the Mas- 
ter plumber who wants to give his customer a good job, and 
the Journeyman who does his work well and always welcomes 


you on this job. 


To all others in our particular line of business I dedic: 
the tollowing stanza: 
‘he Maker and seller of Junk, 
lhe Master who depends on his Bunk, 
The Jour. who on each job will Flunk, 
Should :n the sea of Oblivion be sunk, 


So all get some lead Boys & tie on a Hunk. 


Code. 


No one will deny that the ideal would be a Nationa! 
code, suited to the different climatic conditions. 

Therefore, I believe we should encourage State codes as 

ineans to that end, and | would suggest that members ot 
the Society living in the different states should hold state 
meetings and trame codes to present to the next session ot 
their respective Legislatures, and in the states that now have 
odes improve them. 

There should be a department of Plumbing Inspection in 
each State Board of Health within the next two vears, but 


that means WORK: are you willing? 


Inspection and Testing. 


Nearly every city now has some sort of imspection on new 
work but after careful inquiry | am surprised at the larg: 
number of cities having very good codes on installation, that 
have either no inspection or very loose methods of looking 
after old plumbing. We all know that the life of a plumb- 
ing job is very short, even when well done, and properly 
looked atter 

Theretore it is of the greatest importance that this matte) 
be given careful consideration by this convention, to the end 
that all members see to it in there respecti\ e cities that there 
is provision made tor constant and regular inspection and 
testing of old plumbing, see to it that the Inspector be given 
power to compel owners, or Occupants to maintain all 
plumbing in a sanitary condition or vacate the premises 


(nsanitary plumbing is more of a menace than none at all 


Officers. 


| wish to thank the officers and members of committees for 
their prompt attention to duty and for the assistance given 


me since the last meeting. 


Conclusion. 


Let me say, in conclusion, that while we have accomplished 
a great deal in the past, when we were few in numbers, but 
unselfish and untiring, we have only started. Now that we 
have grown numerically, let us all do our share and if we 
each give as much ot our time as a few have in the past, 
we will feel, when we lay down lite’s burden, that we have 
done our share, 

“To make this old World a better place in which to live.” 

Respectfully submitted, 
Martin J. Conroy, President 


x < x 


\fter the reading of the foregoing address Mr. Mulane 
called for immediate action and presented a motion asking 
that this address be referred to the resolutions committee. 
The motion was carried. President Conroy then asked to 
be excused from the meeting owing to illness, and Dr. Beatty 
continued to preside over the meeting. ' 

A paper entitled ““Manufacturers’ Names Should be Omitted 
from Plumbing Ordinances,” by Harry de Joannis, and papers 
prepared by Mr. Hutton and Mr. Chas. L. Ault on “Action 
of Household Grease and O:ly Waste on City Sewers” were 
read by Frank K. Chew. The reading of these papers was 
followed by considerable discussion and were considered as 
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the principal features of this session of the convention. The 
discussion was led by L. R. Phillips, of Fresno, Cal., Mr. W. 
J. Yackley, of Dayton, O.. and Mr. Williamson, of Detroit. 
These papers were referred to the resolutions committee for 
further action and recommendations. 

Chairman Tilden, of the resolutions committee, presented 
a resolution recommending that the number of vice-presidents 
of the Society be changed from two to tive. After a general 
discussion pro and con, action on the resolution was deferred. 

Secretary Claffy read a lengthy communication from D. S. 
sJowman, chief plumbing inspector of the Island of Hawaun, 
in which was stated the advancement of sanitation in that 
part of the world. 

Dr. Beatty as presiding officer, insisted that the delegates 
ttention and consideration to the excellent pa 


give absolute % 
pers presented and prepared by friends of the Society which 








Gentienen! 
{We TRADE PREss 
IS A FACTOR NoT 
TO BE ove RLooheo! 







THANKS! Hooray! 
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Dr. H. K. Beatty. Chief of the Sanitary Bureau, Elected First 
Vice-President of the Society, Saying a Few Kind Words. 


were read by Mr. Chew. He asked that every member give 
consideration to the fact that friends of the organization had 
not only indulged in scientific research for their benefit, but 
had devoted their own time for the details concurrent with 
such matters. After Dr. Beatty's remarks a vote of thanks 
was extended to Mr. Ault and Mr. Hutton. 

Mr. Shaver continued the discussion of the action of house 
hold grease and the use of Ive on plumbing installations 


This discussion brought forth many interesting points per 


. rr. 4 . ‘ 
taining to the subject. The convention then adjourned unti] 


> 2) f. 


Wednesday Afternoon Session. 


‘? 


) order at « yf) o clock 


The attern MT session Was called t 


and the usual roll call was dispensed with. Chairman Tilden 
of the resolutions committee presented a recommendation to 
the effect that the Society appoint a standing research com 
mittee for gathering data on plumbing and sanitary apph 
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ances. This recommendation was referred to the board of 
directors 
Other features of the afternoon session Were papers on 


\1 


“Disposal of Sewage by Incineration” by Mr. Joannis, and 


illustrated papers on “Latrines,” and “Facts About Sewer 
Gas” by Secretary Claffy. These papers were followed by 
open discussion. On a mation made by Mr. Claffy, the So 
clety went on record as opposed to the latrine closet. A fur 
ther discussion of the latrine closet was led by Mr. Mulane 
who offered an amendment to Mr. Claffv’s motion to the 
effect that the school boards of all cities be sent copies of a 
resolution condemning the installation of latrines in public 
schools and all other public buildings. The motion as amend 
ed was carried. 

An open discussion on tests made at the University of Ih- 
nois, at Champaign, III, in the presence of the board of direc 
tors of the Society, followed the reading of a report of these 
tests by H. Y. Carson who conducted the experiments on be 
half of the sanitary engineering department of the university 
\MIr. Carson’s presentations of the results of the tests made 
were discussed and in some instances were considered unsat 
isfactory owing to misapprehension on the part of several 
of the delegates. 

A discussion of the status of the new members of the So 
ety brought forth a motion to the effect that these new mem- 
bers elected be provided with copies of 1911 volume of the 
proceedings of the organization. This motion was carried 

Action was then asked in the matter of the adoption of a 
permanent public comfort station mark by the Society and a 
motion was made to adopt the emblem suggested by Mr. Chew, 
following his reqding of the report of the committee on pub 
lic comfort stations. The motion was adopted after which 
he convention adjourned until 10:30 o'clock Thursday morn 
Ing 

Thursday Morning’s Session. 

The meeting was called to order at 10:30 o'clock by Vice- 
president Lawler who asked the secretary to include in. the 
roll call the names of the new members elected 

The greater portion of this session of the convention was 
devoted to discussions and proposals for resolutions for con 
sideration of the resolutions committee. Chairman Tilden of 
that committee submitted a verbal report in the form of a res 
ommendation for the consideration of the Society relating to 
plumbing codes. This verbal resolution was adopted by a 
motion and carried, wherein the Society went on record as 
in favor of the recommendation \ further resolution to 
extend the membership of the Soctety to members of organized 
hoards of health was recommended tor consideration in the 
form of a report, and this report was concurred mn by the 
delegates present by vote authorizing the suggestion to be 
eniered into the minutes of the meeting 


' 


\ resolution to amend the by-laws for the purpose of pet 


mitting the election oft five VICE presidents Instead ot Wo as 


heretofore, was presented by Mr. Mullane. This resolutior 
created lengthy discussion and different points of view of the 
idea of the resolution received consideration from Messrs 
Tilden, Beatty and others. Atter the discussion had subsided. 
the resolution was placed betore the convention in the forn 
of a motion permitting of a revision of the constitution, and 
Was earned 

\ motion thanking Prof. White, of the University of Ih 
nois, for his co-operation and werk in the conducting of the 
tests of sanitary installations at that institution, was placed 
hefore the delegates ancl the motion was carried Previous te 
this action of the convention, a brief discussion of the worl 


of the committee on Tests was heard 


Vice-president Lawler, presiding over the convention, ther 
appomted | compnirree to considet q*4 mmtiycarions amet 
1 } ] . 1 ? 
many ditterent cities who desired the next anntia eet 








p THE SOCIET) n Lawler appointed as members of 
,this committee, Mr. Donahue, of Peoria: Mr. Tilden, of 
(Cleveland; Mr. Mulane, of Minneapolis, and Mr. Dehn, of 
( hicag This committee was instructed to report at the open 
my of the atterno SSeS spon 
Qn presenting a plumbing plan ot installation for a school 
ulding ot St. Lou \Ir. Mullane asked that such a plan 
d specitication receive the consideration of the delegates 


he 


and that t 


present a Society go on record as opposed to 
the adoption by school boards otf such installations \tter 
is plan was submitted to the delegates for consideration 1t 
reated a lengthy discussion wherein it was explained by 


Inspector Gilmore, of St. Lows, that this plan was not the 
jan inspected by his department or was not the plan adopt 

ed by the school board of that city This matter was dis 
sed at length and the discussion was due largely to a 
usunderstanding of the details in connection with the man 
er in which it was brought to the attention of the Society 
Convention then adjourned until 2p. m 


Thursday Afternoon Session. 


lhe afternoon session of thie convention opened With tile 


turther 


discussion of the chart presented to the delegates 1) 
Mir. Mulane, showing the alleged St. Louis plumbing) sy- 
em. Further explanation was made by Mr. Gilmore, chiet 
§ the plumbing inspection department of the city of Ot. 
lows, as to why this particular chart was m existence 
Phe report of the committee appointed during the tore 
n session to consider the citv for the holding of the next 
ual meeting of thre seciety Was heard Committee report 
that ittes 1 process of elimination there remained but 
1 ities to be voted upon These cities included) Louts 
We. Ky. Detroit. Mich.. Cincinnati, O., and Chicago. Chair 
in Lawler then informed the convention that they would 
w proceed to the elect of officers and immediately ap 
omted ulges of the electro and tellers There were De 
ontests the elections with the exception of third member 
t the ard of directors. wherein Mr. J. Ro. Walker, of W. 


. ] y ] . \l. 1 -» «> +] 
terbury Conn, Was «ie elected OvVel Vid Stoize, of \hs 


Valk ee 


The following ventlemen will guide the destinies thre 


Amer ICal 


| nvwmec4&ir- 


«oT 


Society of Inspectors of Plumbing and Sanitary 


| 


during the ensuing year 


Officers Elected. 


Clatfy, Chica 
Pittsburg : 


President, Thos. J 
1 K. Beatty, 
Dayton, () 
laa 


ith vice-president, Jas. E 


Dr 
\ ack 


(edar 


go: first vice-president, 
second vice-president, W. J 
third vice-president, C. M. Mellugh, 
i] llithorpe, 

MeGrath, 


Pittsburg 


- 


Rapids, fourth vice president, R Fresno, 


( «| 


Louisville, Ky 


-ecretary-treasurer, L. J. Lawler, 


Donahue. Pe 


J. R. Walker. 


Kdward 


V1] 


ot Board ot I Mrectors 


11] li. Baker, 
\\ aterbury, { 


\lembers 
oria, Springheld, 


‘Onn 
ele ction ot 


ot 


Following the these officers, Frank K. Chew, 


‘harter member the Society, called to the attention of 


he members present the relationship between the organiza 


tion and the trade press, and asked the newly elected 
itheers to extend every courtesy within their power to the 
trade press in order that the Society as an institution might 
receive the proper recognition from the public in general. 


Qn motion of Mr. Mulane votes of thanks were extended 
to the trade press and to Mr. Quinn and Mr. Gilmore. of 


Crt 

St. Louis, for the assistance rendered in conducting the 
atfairs of the seventh annual convention of the Society. 

Convention proceeded to the selection of the city for the 


the 
ot Detroit. nominated his ei 


| - * ° 
holding of next annual convention. 


Mr. Williamson. 


tv and this nomination was sec 
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mnded }1) al 
Mich 


McGrath, of 


—_ \lr. Cornelius. of 


Rapids, 


Mr 


presented to 
onvention the name of his city for consideratior 
\r The na 


lcs presented were eliminated and withdraw 


Louisville, Kv.. then 


‘ ‘ 


Louisville was seconded by Chew. 


it other cit 


During the counting of the ballots Dr. Beatty suyge 
that the membership of this Society bear in mind that 


trade press is a part of the society and a powerful 1 


neces 
In any organization of this kind. urged 


Dr. Beatty 
members of the organization not only to subscribe to all 
papers which were related 
the 


trade tO the science of 
and industries 
that 


Beatty presented a 


connected with Sanitary science, but 


further 
Dr 


urged every member read these 


motion to the 





(oral 


| 
?/ 
4 


Sanitation 


h 


publications 
effect that the Society 


that 


subseribe for each of the trade papers in the held and 
7 Z —— 
. .. “he Gr \ 
vA \ 
j \ 
j \ 
\ 
\ 
} 
} 
/ 
/ 
/ 
/ 
ee 
Q 
\ 

Pen Sketch of President-Elect Thos. J. Claffy, of Chicago. 
these pPeipers in ordered sent. to the executive offices of the 
Society. The motion was carried. 

\ total of hiity-tive ballots were cast in the selection of 
a City tor the holding of the next annual meeting of the 


Society and Louisville 


fourteen 


received forty “one votes, Detroit re 
ot the 
on the first Monday 
Before adjournment was taken, Mr. Gilmore 


invited members of the Society who were to remain in the 


celving The eighth annual 
ciety will thus be held in Louisville. 


in May, 1915. 


convention SO 


Ny., 


city during the following day, to participate in an automo 

ble ride through the city’s parks and boulevards. 
Convention then adjourned. 

Following Are 


Present. 


the Members and Guests Who Were 


ldward L. Taylor, Poughkeepsie, N. Y. 
MeGrath, Louisville, Ky. 
Carver, Pittsburg 

Chas. M. McHugh, Cedar Rapids, Ta. 

lL. A. Wilhamson, Joliet, I 

Harry Schauer, St. Paul, Minn. 


Jas. S. 


lsane 


frank Crawley, Cincinnati, O 
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Idyar Ek. Krowl, 
Stolz, Milwaukee, 
Jacob Boll, Dallas, Tex. 
W. H 
Ino, P. 


(seo. R. 


Jennish, Waterloo, 
l‘reeman, St 
MeKay, 


Clauson, 


k<dward P. 


rH. A. 


elmira, N. 
Ws. 
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la, 
Joseph, \o. 


Wilmington. 


Del, 


Evanston. III. 


W. FF. Nye, Akron, O 

frank Stanley, Little Rock, (rk. 
ik P. Padgett, Decatur, I] 

TT, M. Landers, Richmond, Va. 
John W. Blake, Rock Island, Il. 
frank K. Chew, New York City 


J. EK. Mullane, Minneapolis, Minn 
frank Du Mond, Rochester, N. Y 


Thomas Morgan, Rochester, 


I'red H. Baker, Springtield., 


\V. He. White, Buffalo, N.Y 


Geo. J. Dehn, Chicago 
H. kK. Parker, Jr.. Chicago 


. a # 
HT, 





Edward P. McKay, 


lf. S. Rumsey, St. Louts, Mo 





of Wilmington, 
From the East. 


Del., a Popular Delegate 


Jas. R. Walker, Waterbury, Conn 


W. J. 
W. G. 


Yackley, Dayton, © 


Williamson, Detror 


Clifford Smith, Sioux [alls, S. 


Walter 1. 
ce, 


Bennett. 
Tilden, 


Beatty, 


Cleveland, ©). 
lt. K. Pittsburg, Pa 
| aS \as-- 
Thos. J. Lee, Pittsbure, Pa. 
Philip Mueller, Decatur, [11. 

Thos. 
an 
R. H. 
S. Gilmore, St. Mo 
Fk H. Donahoe, Peoria, III. 
FE. Willard, Kokomo, Ind. 

frank Myers, Chicago, III. 


Donovan, ,Oston, 


— 
——— 
—_——< 


Leary, Chicago, 


Lawler, Pittsburg, Pa 


Jouls, 


\l. W. Keegan, Chicago, II! 
a, & Alford, Chicago, II], 
1. B. Rogers, Chicago, III. 
] 


Kelley, Chicago, I]. 


Portsmouth, 


be daths rpe, Kkresno, Cal. 


1) 
Va. 


Geo. W. Wood, Cleveland, Ohno, 
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( (;. kundinger, New York City 

li. P. Sorensen, “Domestic Enemeering.” Ch 
\. C. Shaver, Pasadena, Cal 

Otto Meimert, Davenport, |. 

\lvin Peterson, Moline, [1] 

John Ivers, Rock Island, [lI 

T. J. Clatfy, Chicago, II] 

John Heenev, Belleville, [1 

frank Hassel, Burlington, la 


]. W. Mullen, Davenport, lit 


ed. Quinn, St. Lous, Mo 


W. D. Brown, Chicago, IT] 

1. A. Cornelis, Grand Rapids, Mich 
kh. W. Heck. Chicago, I] 

W. L. Rodgers, Chicago, I] 

Ik. A. Weaver, South Bend. Ind 
J. NX. Foster, St. Louis, Mo 

J. Bedtord, St. Louis, Mo, 

Bb. J. Herrick, St. Louts, Mo 
lohn \ Barbee, ( hicavgo, I}] 

ll. Y. Carson, Champaten, II] 
Chas. Fitzgerald, Lake lorest, 
kernest Chace, Canton, Il 

W. W. Moulton, New York City 
Ik L. Heideklang, Chicago, III 
Ht. de Joannis, Chicago, 11] 


Notes of Manufacturers’ Displays, Representatives, and 
Incidents of the Convention. 


Phe Ht. Mueller Mtg. Co., of Decatur, HL. was represent 
ed by that ever-welcome conventioner, Mir, Philip Mueller 
who is production manager of that company. Mr. Muelle 
was assisted by Mr. Leary, the company’s permanent St 
louis representative. Mr. Mueller and Mr. [Leary in 
eraceiul manner showed the delegates to the conventions 
the different Mueller products tor use in samitary con 
thon work 

The Wolverine Brass & Mtg. Co. of Grand Rap 
Mich., was represented im the person ot that concern 
most genial and affable president, | \. Cornelu- \Ih 


Cornelius is not only a jolly little conventioner, but hy 


furthermore some orator. In to the conventio 


presentine 
the name of the city of Detroit as the most delighttul 
on the globe for the holding of 2 


reterred to 


place 
convention. Alr. Cornelius 


that 


city as a suburb of Grand 


that this 


Rapids \\ 
venture to say 
Hected 


remark by Mr. Cornelius re 


no credit upon his oratory or upon his diplomacy 


as shown by the results after the counting of the ballots 


The Blake Specialty Co... of Rock.Island, HL. exhibited 


numerous ot their plumbers 


The 


special drainage and watet 


fitting products. 


person ot M r 


company was 
John DD. Blake, 
These gentlemen 
Blake specialties, 

\lr. Blake alse 


which 


represented td OT AN 
president, and Mr. Hl. 1 


kKoehnke. pomted court the 


Blake 


¢ xhibited a 


partictiiar 


merits oft the closet bend- and 


other products new product 


of that concern has recently been patented but 
which 1s not as yet included in the company’s catalogue 
This product which ts in the torm of a special drainage 
arrangement, received particular and special attention tron 
many of the delegates 

The 
was represented by Geo. J. 


lj} EF. Parker and H. E 


on exhibition many of Deln’'s sanitary specialties, and tl 


Compound Injector & Specialty Co., of (hicave 
Dehn, president, and AMle--r- 
Campbell. These gentlemen had 


1 
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exhibit was extensively appreciated by all the delegates 
who attended the convention. Mr. Dehn stated to “Do- 
mestic Engineering’s” representative chat his products are 
particularly in the line of the requirements for domestic 
sanitation installations, and in view of this fact he made 
his display at this convention as complete as_ possible. 


Mr. Dehn is a member of the American Society of In- 


spectors of Plumbing and Sanitary Engineers, and pre- 
dicts that this organization wili be a recognized factor in 
the work of promoting modern sanitation. 

ba * 7 


The Trenton Potteries Co., of Trenton, N. J., was rep- 


— 


resented by John J. Donovan, of Dorchester, Mass. Mr. 
Donovan is the inventor of the well known Donovan 
Hoor flange. This flange and other Trenton Potteries Co’s 
products were on exhibition and the exhibit was super- 
| by Mr. Donovan. 


vised In presenting the merits of this 


floor flange 
Donovan showed the delegates a way that assures per- 
fect draimage. 

: * 

(on Friday following the convention, through the ex- 
treme courtesy of chief plumbing inspector Gilmore, ot 
St. Louis, many of the delegates enjoyed an automobile 
trip through the city’s boulevards and parks. Automobiles 
for the trip were provided by the different city depart- 
ments and the trip also included a visit to the plant of the 
Anheuser-Busch Brewing Co. One of the most interesting 
features of this trip was a visit to Forest Park, site of the 
St. Louis World's Fair. During the visti to this park 
the members were escorted through the St. Louis Art [n- 
stitute which 1s a permanent institution maintained by the 
city ina building that was erected for the fine arts exhibit 
of the World’s Fair 

: * 

Many of the delegates visited Forest Park [lighlands, 
St. Louis’ popular amusement park, following the first 
day's convention sessions \rrangements were made by 
Mr, Ouin tor the enjoyment of all the delegates who 
visited the park. 

* , * 

\s a presiding officer, Dr. Beatty, ot Pittsburg, covered 
himself with glors We are inclined to believe that Dr 
Beatty has visited the National tlouse of Representatives 
during the time that Uncle Joe Cannon ruled over that 
most Mlustrious body of law-makers, and that he 1s prone 
to the applications of “Uncle Joes” anti-insurgent rulings 
Dr. Beatty's remarks on the floor of the convention in 
reference to the Society s necessity for tive vice president-~ 
instead of two, is responsible for the foregoing facetious 
remarks. That is our method of apologizing to Dr. Beatty 
for what we have said. As one of the trade paper repre 


sentatives remarked, “Dr. Beatty 1s a ‘regeler teller 


FROM THE LEGISLATIVE COMMITTEE OF 
N. A. M. P. 


John H. Moran, 119 State Street, Albany, N. Y.. chan 
man of the Legislative Committee of the National Asso 
ciation of Master Plumbers, has just sent us the following 
communication, which 1s self explanatory 

“Albany, N. Y.. June 6th, 1912 
‘To Officers of State Associations, affiliated with Nat 
\ss’n of Master Plumber- 

“Gentlemen:—Through the courtesy of the Trade Press, 
| am again reminding you that the Legislative Committee 
of the National Association of Master Plumbers, 1s de 
sirous of eetting all possible information as te legislation 


which is in vogue, or contemplated, which ts of interest 
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and the ‘Trenton Potteries Co's. products, Mr. 
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to our trade. Many have responded to our various com 
munications heretofore mailed out. Those who have not 
are urged to favor us at once, as our report is under prep- 
aration. 
“Thanking you in advance, I beg to remain, 
“Fraternally yours, 
“John N. Moran, 
“Chairman, Legislative Committee.” 

NEW MEMBERS OF THE AMERICAN SOCIETY 
OF HEATING AND VENTILATING ENGINEERS. 





As a result of the regular mail vote of the members, the 
following were elected members of the American So- 
ciety of Heating and Ventilating Engineers on June 9th: 

Members. 

\ugust Beaurrienne, Engineering Contractor, 89 Ave- 
nue Charles Floquet, Paris, lrance. 

John Fk. Carney, Manager, National Regulator Co., 12 
I. 42 St.. New York. 

P. H. Fabricius, Fentzlaff Heating & Plumbing Co., 114 
N. 28 St... New York. 

Chas. N. Flagg, Jr.. Taylor-Flage Co., Meriden, Conn 

W. A. Oates, Layton & Smith, Oklahoma City, Okla. 

(Charles W. Haensel, Engineer, Boynton Furnace Co., 
100 W. 37th St.. New York. 

W. J. Kline, American District Steam Co., N. Tona 
wanda, N. Y. 

Frank S. Lamson, Engineer, J. H. Ashdown Hardware 
Co., P. O. Box 500, Moose Jaw, Sask. 

William Lees, Heating Contractor, 548 Washington 
Boulevard, Chicago. 

F. J. Lennox, New York Manager, Williamsport Radi 
ator Co., 99 beekman St., New York. 

N. L. Longworth, W. P. Longworth & Co.. 511 N. 24 
St... Richmond, Va. 

Arthur McGonagle, Arthur McGonagle Co., Marbridge 
Bldg... New York. 

Wilham N. McKenna, William N. McKenna Co. 79 
Chestnut St... Boston. 

Herbert Muth, Muth Plumbing’ & Heating Co., Hutchi 
son, Kan 

Po J. Newkumet, P. J. Newkumet Co., Firemen’s Bldg., 
Newark, N. J. 

K. W. Otto, Andrews Heating Co., 823 Holly Ave., St 
Paul, Minn. 

Ralph € 
New York 

ko H. Valentine, Cleveland Electrical Illuminating Co 
Cleveland, O 


Tagyart, Baldwin & Taggart. World Bldg., 


Associates. 

Warren C. Brage. 509 N. Walnut St.. Pittsburgh, Kans. 

Walter Cambridge, Berwyn, III 

(has. I. Chase, Manager, New Office. W. S. Haines & 
Co., 39 Cortlandt St.. New York, N. Y. 

\lonzo A. DuMond, Manager, Plumbers Trade Jour 
nal Publishing Co., 45 W. 34 St.. New York. 

Walter C. W. Turne, Johns-Manville Co., 41st and Mad 
ison Ave.. New York 


Juniors. 

Wells S. Dickinson, Boynton Furnace Co., 106 W. 37 
St.. New York, N. Y 

Herbert K. Lees, William Lees, 948 Washington Boule 
vard., (hicago., (1. 

tT. bE. Miller, 1020 Wesley Ave. Evanston, Il 

The summer meeting of the society will be held i: 
Detroit, Mich... July 1ith and 12th, and headquarters will 
he established at the Tuller Hotel 








‘*Plumbing for Profit’’—Part IX 


[Insurance and Guarantees of Plumbing Fixtures, a Burden on Contracting Plumbers, 
Which Must be Eliminated 


By J. J. Cosgrove 





“Fools argue, 


In the last article I quoted liberally from Plumbing 
Plans and Specitications and Plumbing Estimates and Con- 
tracts because the points [| wanted to bring out were so 
concisely stated there that | could not do better than to 
borrow from those books. In the present chapter I will 
have occasion to refer to those books again, and perhaps 
quote a section or two to make my points clear or give 
concrete examples of what [ have in mind. 

(One of the money-losing conditions of specitications | 
want to bring out im this article, 1s the loose. indetinite 
way that some architects and engineers have of specify- 
ing work to be done, a way which relieves the designer 
of the trouble of studying out the method of doing some 
particular piece of work, and shifts the burden to the 
shoulders of the plumber. lor instance, in a specification 
recently prepared by an engineer, the following para- 
graph quoted in Plumbing Plans and Specitications, was 
incorporated, which shows how indetinite specitication 
writers sometimes are. 

“Ample Water Supply to Fixtures: All water closets 
and other plumbing fixtures must be provided with an 
ample supply ot water tor proper tlushing and to keep 
them in a cleanly condition.” 

Instead of requiring “an ample supply to all fixtures,” 
the designer should be more specitic. He is in possession 
ot data as to the source and pressure of water, and from 
this knowledge should calculate the sizes of pipes, both 
mains and tixture branches. [Hlaving calculated and spect 
ied the various sizes of pipe he knows that the fixtures 
will have ample supplies, and relieves the contractor ot 
the responsibility of calculating the sizes and doing work 
which rightly belongs to the designer. The main thing 
Is to be specific. For instance, instead of requiring an 
ample supply of water to fixtures, state that the supply 
to lavatories shall be '.-inch, to bath tubs 34-inch, and to 
closet '%4-inch, or whatever other sizes the conditions 
warrant 

[In the same specification also appeared the following 
paragraph 

“Expansion: Due allowance shall be made for the ex 
pansion ot horizontal and vertical hot and_ circulation 
pipes throughout the building, and precaution taken against 
damage theretrom.” 

That is a very vague and indefinite statement to esti 
mate on, and again places upon the contractor the bur 
den of devising satistactory means. The proper way is 
to calculate at what points expansion loops will be re- 
quired, then mark the locations on the plans, show details 
of them, and cover in the specitications what cannot be 
shown in the drawings. \t all events, the designer 
should do his own work, not pass it along to the con- 
tractor, 

To briefly sum up, if specifications are to insure a good, 
full and complete installation, without extras, and = are 
to provide for tair competition, taken in connection with 


the plans, they must be complete and clear. If they are 


wise men discuss.”’ 


Incomplete, vague, indetinite, ambiguous or capable of 
more than one construction, the door ts opened to ta 
voritism, disputes. high prices and charges tor extra 
work 

To insure fair Comipetition the speciiications must be 
worded so the bidders will estimate on exactly the same 
things; nothing should be lett to the discretion of the 
architect, and the contractor should not be required to 
assume any risks for unknown conditions incident to the 
work. 

There is another method resorted to by some archi 
tects which dips deep into the pront of the plumbers, 
just about the time they think they have completed their 
work in a very protitable and highly satistactory manner 
This method consists of reading elements into specifica 
tions, or in other words, seeing certain work to be 
done that was never intended originally, never figured on, 
never thought of until at the eleventh hour the architect 
finds it would be necessary or advisable, upon which he 
finds that according to his interpretation of the plans 
and specifications it is specifically called for. The sub 
ject has been treated in “Plumbing Plans and Specitica- 
tions’ as follows 

Reading Elements Into Specifications.— Architects often 
unreasonably assume that because they have specified cet 
tain work to be installed, without stating in detail how 
the work is to be done, but have inserted a salvation clause 
to the effect that “all work must be done to the satisfac 
tion of the architect,” materials not shown on the plans 
or called for in the specihications, either specifically, or 
by implication as obviously necessary to the completion 
of the work, must be provided to tultill thre contract 
Such a position is unwarranted and unreasonable Under 
the salvation clause mentioned, any work actually spec 
fed can be made to contorm to the architect's satista 


le unusual is not exacted 


tion, provided t 

lor instance, 1f extra heavy soil pipe be specitied tor 
the vertical stacks of soil, waste and vent pipes which 
are shown run exposed, and nothing 1s said as to what 


make of soil pipe shall be used, any merchantable grade 


of pipe will comply with the requirements of the spect 
cations, Of course, there 1s a vast difference in appear 
ance between different makes of soll pipe The product 


ff Some manutacturers 1s straight, smooth and ot the very 


best workmanship, while that of other manutacturers ts 
rough and not of such good quality 

[lt is customary in writing plumbing specifications to 
state that the pipe “shall be sound, cylindrical and smooth, 
free from sand holes, cracks and other defects,” but in 
the absence of any such clause the architect would not 
be justified in condemning work and requiring the sub- 
stitution of a better quality of pipe or the filing and sand- 
papering of that already in, because it is exposed and he 
wants the work to present a smooth, attractive appear 
ance. If any such unusual requirement was in the archi 


tect’s mind, and was to be enforced. it should have been 
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state the spe ation nd af it Was Not, any good 
alit tf pipe would wnply with the wording of the 
Spe ation leurthe Ivation clause can read ma 
( s Int i sje Tieon} t] i ite he -pecilicalls iT Ib 
Wnp tier alles 1 be strate: in the toregoime, 
t AMLIPEC cof ose ~Te ana ent Stacks, i! thimble- are 
t shown on thi ving net Hed tor in the spe 
it) vhere the pipes pass t weh walls and partitions, 
1 escutchr li- “¢ req al (ors, ceilings and \\ - 
sticl materials ie net me Te ured according to the 
ect interpretation of the plans and specitications, and 
nsist on the being installed as part of a contract 
the ground that the work must be done to the satis 
! on oot thy rchitect, is reading an element into the 
Jans and spe ations Which does not really exist: and 
san justice » thre ntractor as well as dishonest in 
the architect or engineer. The rule is that apy work 
alled for or materials specitied must conform to the siand 
rd tor such wor Inserti salvation clause strictly 
it should be interprete eives that much and no more 
irchitect. Insisting that the work spect 


iuthority to the 


yer fo Mstst On 


14 


, 
<atis~Taction f(liat’ Tet 


VOT 


‘ 


vive the architect 


ind require that 1 


he up to the standard of the work actually specified 
Ilonestyv and fair dealing must obtain between archi 
ect and contractor, a both are to be satisted and <11¢ 
esstul in them respective callings. It the plumbing con 
tractor 1s constantly trying to misconstrue provisions in 
he specifications into some advantage to himself, it wall 
rot be long betore his nane wall be dropped from the 
roll of eliwibles im the various architects’ offices. The 
rehitect, on the other hand, if he exact more than his 
Jans and spectiications Hooter, on the ground that he 
Hl withhold payment until his unreasonable demands 
it omplied with. wall Scope] nel that contractors have 
learned his ork as not worth havine and wall retuse to 
tate on S ontract 
When such a state ot affairs comes about the architect 
vill tind himiselt tn the position of a couple of big mstitu 


rrestds 11} thre 


1? 
’ «i | ‘ 
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; ' 
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ive Cast 


cent tor pro 


they wall secure 


be 
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] ‘ 
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it. the responsibilities of the cay 
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shown on the plans 
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they estimated on 
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“Monty OllLht to cease the moment the contract is fulfilled 
the same as jit does with other contractors ona job. L414 
as a matter of tact it does not, tor a salvation clause 

venerally worked into the specifications. leven when ther 
is no salvation clause in the contract and. specthcation 
the plumber still has this burden thrust upon him, an 
might, therefore, to figure accordmely. The truth ts, In 


responsibility does not end when the contract has beet 


aS payment 1- concerned, he might Set 


performed. So tar 
his money, but if he is a successtul business man he 1s 
not reheved of responsibilitv. tor the tuture 


ptt eet 
the future patronage 


conditi } 


of the work. Naturally he wants 
that builder and the privilege of tieurine on turther wor! 
in the architect’s office, and he must satisfy them it h 
expects to retam that position So iftait comes about in 


few months that something vives way in the tixtures «1 
svstem—whickh are just as called tor by the architect 
might be that an un 


the plumber must make good. It 
vuaranteed enameled sink or lavatory chips: perhaps 3 
“dunts: or mavbe t tlush tank or close 


porcelain tub 
leaks: or a ball cock leaks, spatters, 
a nuisance \eum, the entire closet 


sings, whistles, ham 


nies, or otherwise 1s 
thie 


n operation, or 


combination might be notsv when 


loor flange leak. When any of these things occur, th: 
plumber ais sent for, blamed tor putting in poor goods. 
and ordered to make them right It is useless for him 


t that he has vout in just what the architect 


‘> protest 
tilled hor, and that the woods ore 
merchants and manufactur 


net guaranteed fixture- 


In this commercial age when 
ers an other lines will replace obviously detective good- 


even when the eoods are not enaranteed., ne reasonable 


person cam understand why the plumbers are not just a- 


anNwous to make rood or replace detective woods PY eT 
though they are not guaranteed. True, guaranteed ti. 


tures were not called for, but from all appearances the-~: 
vere not even reasonably good unguaranteed§ fiature- 
nd uo the plumber wants a continuation of their busine-- 


he must make vood the 


What does the poor plumber do?’ Why he sends a man 


damage at his own expense 


at his own expense—to tinker and remove and replac: 
the work as tinally off Ins hands by the = statute. 
r the lapse of time, and he has been a big 


nntil 


of limitations o 
loser by the transaction. That is one money-losing phase 
i the system we now operate under which must be rem 
edied betore there will be real prout ins the plumbing 
business. It is not right: it i not honest: it 1s not just 
that the plumer should be made to guarantee unguaran 
roods, and stand back of materials that the man 


respotstble fer, This the plumb 


teed 
niacturers relittse to He 
| 


rht to make emphatic and effective without delay 


by seeme that the architects are educated to the = fact 


that when they call for ungnaranteed woods, the plum! 
ng contractors ought not to have the responsibility 
tlirust Won them 


In plumbing Plans and Specitications | pointed out 


myustice of exacting a guarante: 





©» the arehitects the 


om the plumbers and they are pretty well posted on 


he subject and tavorable to my 
the subject. which 1s now gins th: 


pomt of view. The 


section dealing with 
hands of 50 per cent of the architects, follows: 


Guaranteeing Work and Materials.—.\ section requ 
contractor guarantees his work against «ce 


inv that the Tate 


fects in workmanship and materials 
completion is sometimes incor 


tor a period of tw 


Vvears Prom thre date ot 


porated im a_=specitication Such a condition, howeve: 


is better lett out With the exception of a very tew 
vrades of tixtures no materials entering into the makew 
Care 1s exer 


; 
’ 


a plumbing installation are guaranteed 
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ctsed to send out only goods which ere sound, tlawless 
and in good merchantable condition, but if after the lapse 
of several months, or weeks, tor that matter, the goods 
tail tor any reason, it is at the owner's expense. As 
the materials which the architect specifies are not guar- 
anteed, the insertion of a clause in a specification requir 
mnng the plumber to guarantee other people’s wares im 
poses upon him the duty of an insurer of goods, and it 
the contractor be a responsible one he will allow in his 
estimate a sufficient amount to cover any possible dam- 
ave, however remote, which might occur during the two 
vears he is responsible tor the plumbing. — [Irresponsible 
‘ontractors might ignore the clause. havine no intention 
of living up to it, but in that case the responsible con 
tractor 1s put at a disadvantage and might lose the work 
to an indifferent and irresponsible one on account of the 
vuarantee. At its best such a clause is an additional ex- 
pense to the owner. With the merchantable goods now 
on the market the repairs due to defective materials in 
the two years succeeding completion of a contract will 
be so slight that they will cost the owner much less than 
a responsible contractor will exact for guaranteeing the 
work for that length of time. Hé has to figure on pos- 
sibilities to protect himself, while the owner would have 
to pay only for actual repairs 

| have always claimed thai plumbers should not be 
called upon to guarantee other people's unguaranteed 
eoods; but in this life we must often accept and act upon 
things as we tind them, and as many specifications call 
tor the plumber to guarantee his work and materials for 
a certain length of time after the completion of the con- 
tract, | took up the matter of guaranteeing work, and 
in Plumbing [Estimates and Contracts treated it in this 
Way: 

Allowance for Guaranteeing Work.—In some specili- 
cations there is a clause requiring the contractor to guar- 
antee the installation against defects in) workmanship 
and material for a certain period of time, usually trom 
me to two yecaf.rs, after the completion ot the contract. 
The caretul estimator tor a responsible contractor will 
not brush this condition lightly aside without consider- 
ing it, but will give the item the proper charge in the 
cost column. Outside of the output of a very few manu- 
facturers no goods entering into a plumbing installation 
ure guaranteed, and ot the tew makes of fixtures which 
are, the guarantee covers only the replacing of the de 
fective fixtures with new enes, but does not allow for 
the labor and materials necessary to make the change. 

It will be seen, therefore, that when the plumber is 
called upon to guarantee work done under his contract 
he is called upon to guarantee materials that the manu- 
facturer will not take that chance on, and if he is to 
stand sponsor for other people’s wares he should be paid 
liberally for the risk he runs. The contractor has no 
choice mn the selection of his goods, Which are specified 
by the architect, and having neo alternative in the matter 
when he puts in the goods called for his work should 
end lf the woods themselves are inferior, Ss) lony as 
they are what are specitied, no blame should attach to 
the contractor. He follows directions, and, having done 
so, if he is to be held responsible for the poor quality 
of the work turned out by some manutacturer he is en 
titled to payment for the responsibility 

The estimator should keep himself well posted as to 
the quality of the several goods on the market, and, in 
proportion as the goods called for are reliable or not, he 
should add to the sum charged under the item of “guar- 


antee,’ 
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\Where the contractor acts as guarantor. even under 


the most tavorable circumstances when the goods are 


vuaranteed, he is still out of pocket, tor he must replace 
the detective eoods at his crwt “Ost \\ here thre eoods 


ire not guaranteed by the manutacturer he has to stand 


not only the cost of replacing the defective goods but 
also the purchase of new fixtures to replace the defective 
VIE s 

Some specitications require that mot only” shall the 


contractor's work be euaranteed against defects in ma 


| ‘ 
; 
but, turthermore, anv damage 


terial and workmanship, 
caused to the building, tintshings or furnishings bv a de 
tect in maternal or workmanship shall be made good by 
nm the additional bur 


the contractor. This places upon 


den of insuring the building against damave. and in such 


Cases an exXtfa allowance must be made to covet possible 


damage that might occur. The estimator should remem 
, . ' 

ber in this respect that it 1s possible, and not probable, 

damages he must allow for. so as to be on the sate 

side 

(Ot course as pomted out in “consequential damaves,” 

the plumber ought to retuse to be responsible for con 
nil - Pe ' : ' , ‘ 

sequential dainages Ob Ally <1T1¢f. llowever, When the 


71 


specitications unqualitiedly call for them to do so, thes 
ucght to have the premises msured for the required length 
of time in some vood COMPANY, and add the cost of im 


surance to the contract price \s msurance companies 


will not indemnity to the full value ot the goods. anothe: 
amount ought to be added to cover this risk It would 
seem, though, that when such a condition makes its ap 


pearanee Mm a specitication, it thre pura Crs estimating on 
that work were to call the architect's attention to it and 
protest against such a condition, telling him why they 
do sO, If would 11) the Majors of cases be stricke Out 


In the tew cases where it 1s not. if the secretarv of the 


association were to lav the matter before the owner, and 
place it in the right light, the owner would see the saving 
nm assuming fhe risk himself. [n most of the cases tn 
volving unjust or unsatistactorv provisions in. specitica 
tions, the association of Master Plumbers acting as such 
can be of untold benetit in bringing about retorm-: 

fo sum up, all that has been said under the title of 
Plans and Speecitications, the Master Plumbers Assoctation 
should make strenuous efforts to correct the abuses in 
this direction The first step should be to avoid any 
possibility of errors in estimating by insisting on proper 
plans and = specttications, together with suitable details 
iv seeing that certain 


hbeime prepared ly the al hitects 


vell known and approved signs and symbols be used in 
preparing the plumbing plans and details; by insisting 
that their responsibility for work And materials cease as 
soon as they have complhed with the terms ot the con 


tract; and that if thev are to be responsible tor the worl 


atter it has been accepted, that they be pard tor the addi 
tional risk they. run. 


rr ? , | 
(To be continued next week.) 


Cigar and Piano. 

Nat Goodwin was at the club with an American triend, 
and became the center of an appreciative group 

\ tobacconist offered the comedian a civar, saying that 
it was a new production 

“With each cigar, vou understa 
will give a coupon, and when you have ~moked three thou- 
sand of them you may bring the coupons to me and ey 


nd.’ the donor said. “‘} 


change chem tor a grand piano 

Nat sniffed the cigar, pinched it gently, and then re 
plied: 

“Tf I smoked three thousand of these cigars I think I 
would need a harp instead of a erand piano.’—Chicago 
Record-Herald 
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THE CANADIAN H. W. JOHNS-MANVILLE CO.., THE NATIONAL PIPE AND SUPPLIES ASSOCIA- 
LTD., IN NEW QUARTERS IN WINNIPEG. TION. 
The Winnipeg branch of the H. W. Johns-Manville Co., Phat new organization which has so much to do with 


to its fast increasing business in asbestos, magnesia the plumbing and gas fitting trade, the National Pipe and 
‘ 


ind electrical supple . has found it necessary to move Supplies \ssociation, has removed Its veneral oftices and 
nto new quarters at 92 Arthur Street, Winnipeg. This 1s national headquarters trom the east to Pittsburgh, Pa., 
six-story and basement building, 100 feet deep and 50 where offices are maintained in the new Henry W. Oliver 


leet wide, and it is occupied throughout by the company’s 
rice -s and store-rooms by reason ot this move, a much 
larger and more complete stock of goods will be carried 
nm hand than heretofore, and a larger torce will be em 


ployed tC look aritet! the company s interests 


CHARLES A. DETWEILER TO LOCATE IN SAN 
FRANCISCO. 


(Charles A. Detweiler, secretary of the Pittsburg Water 





lleater Co., Pittsburg, Pa... has announced that he wil! re 
linquish his official connection with the executive branch 
t the company which he has held since its re-incor 
Vir 


Detweiler will, atter that date. locate in San Francisco 


poration, tive years ago—taking effect June 15tl 


as special representative tor the Pacific Slope for the 
Pittsburg Water Heater Co., and will also be associated 
with the Joseph Thieben Co., of San Francisco, in the 
ipacity OF Manager of its extensive water heater sales 
department. This change will come as a complete sur 
prise to Mr. Detweiler’s many triends among the plumb 
ing traternity, who wish him every success and continued 
prosperity in his new field. Mr. Detweuler’s successor has 


not been announced 


WILL ASSIST IN ABOLISHING THE COMMON 
DRINKING CUP. 


The national committee of the Confederated Supply As 
sociation, with offices at 261 Broadway, New York, has 


mailed a circular letter to all afhliated members (manu 





tacturers of and jobbers in plumbing goods and steam 
hitting supplies) on its relation to the matter of the abol George D. Mclivaine, Pittsburgh, Pa., the New Secretary of the 
f the common drinking cup. The letter is signed National Pipe and Supplies Association. 

by Mr. Frank S. Hanley. secretary, and reads in part as 


ishment « 





follows Building, in charge of general secretary George D. Me- 
“You have undoubtedly noticed that some states have ilvaine. 

passed legislation abolishing the common drinking cup in There are 207 firms represented in this new association 
public buildings on the ground that contagious diseases are together with nineteen branch houses of some of the 
frequently carried through this medium. The matter has parent concerns, bringing the membership up to 226. This 
been placed before National Committee Representatives represents a selling power of goods valued at $250,000,000 
and they endorse the movement to abolish the Common in annual sales. It is currentiy reported that this same 
Drinking Cup, and commend the use of Bubbling Drink- great selling force during the last year sold in the neigh- 
ing Fountains or other sanitary devices. We feel con- borhood of 85 per cent of the wrought merchant pipe sold 
fident that your interest in improving sanitary condi- in the United States, and about that percentage of the 
tions will lead you to assist vigorously, wherever pos production. 


sible, to accomplish this end.’ Secretary McIlvaine has only been “on the job” about 








June 15, 1912. 


a fortnight, and was elected almost before he knew it. 
‘We hope to increase our membership to the 300 mark 
within the year,” said he to “Domestic Engineering,” “and 
with this end in view we will bend every effort. Our 
Association is one where education is planned, and a 


7 


large amount of work remains to be done. Our offices will 


be a busy place from now on, although at this time we are 


just getting settled, so to speak.” 

The association is the result of the consolidation ot 
the National Association of Jobbers of Wrought Pipe and 
littings and the National Association of Jobbers of 
Plumbing Supplies. Three years ago, the convention of 
the former association was held in the English Room ot 
the Ft. Pitt Hotel, Pittsburgh 

Under date of June 1, President J. P. Hlartnett sent 
the enrollment of membership the following letter 

“Geo. D. Mellvaine of Pittsburgh has been elected 
Secretary of the Association, effective June Ist. This 
iffice comes to Mr. Mellvaine wholly unsolicited by him 
and is verily an instance of the position seeking the man. 

“Realizing that the Secretaryship is the most important 
ttice in the Association, and that the weltare o; the As 


sociation 1s paramount, most careful thought and consid 


eration were given to the qualification of a number of 
ventlemen considered eligible, and after a deliberation 
covering a period of two weeks, within which time two 
meetings of your Committee ‘ere held, Mr. Mellvaine 
was the unanimous choice. 

“In making the selection, the Committee took largely 
into consideration their beliet and that expressed by a 
great number oft our members, that The National Pipe & 
Supplies Association has now reached the stage where 
it is most advisable, that not only should the Secretary 


be a gentleman measuring tull up to the position, but 


_— 


likewise that he devote his undivided time and enerey 
exclusively to the Association affairs, and maintain an 
office solely for the Association work. This Mr. Mellvaine 
will do. . 

“The office ot the Secretary will be located in Pitts- 
burgh, Suite 908-9 Oliver building, which is the most 
logical point, there being centered so many of the manu 
facturing industries with which we are closely identified 

“Mr. Mecllvaine is not only well and favorably known 
to many of our members, but also, through his large 
experience in Association work on lines kindred to our 
own, is particularly well qualified to look after our varied 
interests. | bespeak for him your zealous co-operation, 
and believe results will prove the selection a most happy 
one, 

“In conclusion, on the expiration ot their term of office, 
permit me to testify to the marked ability and high per- 
sonal attainments of the late Secretaries, Messrs. T. James 
and Thomas A. lernley, as also to the assistance rendered 
by them in the formation of the Association.” 

“Yours very truly, 
“J. P. Hartnett, President.” 


One of the principal reasons tor locating the head- 
quarters of this association in Pittsburgh 1s announced 
by Mr. McIlvaine as follows: “lorty-five per cent of the 
raw material used in the manutacture of hardware in the 
country comes from the Pittsburgh district,’ said Mr. 


MeclIlvane. 
in 1910 produced 155,000 tons of iron pipe, 591,000 tons 


In pipe and tubing, the Pittsburgh district 


ot steel tubing, boiler tubing, etc., and 36,000 tons of 
seamless tubing, making a total of 782,000 tons against the 
country’s total of 1,828,000 tons.” 

Mr. McIlvaine has been engaged in business for himself 
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for some years, having offices in the Keenan building 
where he handled various lines of building materials 
That office is now in charge of his son, who recently re 


turned from South America. 


A NEW CONCERN MANUFACTURING HIGH- 
GRADE PLUMBERS’ WOODWORK. 


I+ \ Black, Ol Miltord., Mich... with a new Ooperatins 


Organization engaged in the manutacturing business ae 


August 1, 1911, and placed upon the market a. special 

ot plumbers’ woodwork, dove-taitled tanks, steel and steel 
cased bath tubs. The products of this concern are shown 
in literature which is now being mailed to the trade a 
this literature contains somethi entirely dl 


} ss : 
MmSIGerabie Interest 


TWO NEW FIRE’ POTS 


: ] 1.4 > ? . j ‘ 
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new tire 4 f y th ' 1a] ' sllyctrat foam thredy ta | 
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as No. 57 and No. 58, and claimed by the manufacture) 
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f Hye Lil oTeatest Venera PUPPETS IT ¢ pots ( CT p 
fore the trade hese tire pots are said t T NLA poie 
it 





The Ashton ‘‘Red Hot’ No. 67 Fire Pot. 


construction, strong and durable blanks are made ot 
heavy galvanized iron and equipped with the automat 
pump which supplies air pressure quickly. The burnei 
has double heating surtaces giving perfect combustion and 
burning trom each side to the center. ‘They are also said 
to be noiseless, smokeless and odorless The vas Is su 
per-heated and produces an intensely hot blue flame. Thi 
No. 57 fire pot is illustrated herewith. The Ashton Mig 
('o. has arranged with jobbers to #@@pply their line at fas 
tory prices which will be advantagedéus to the trade in the 
cost of transportation. Their new catalogue recently 
sued should be of further interest to the trade 


GRIFFIN’S PATENT WIPING CLAMPS. 


J. H. Griffin, 506 W. 26th Street, New York City, 
mailing to the trade circular matter setting forth the fea 
tures of Griffin’s patent wiping clamps. This circulat 
matter also contains information showing incidents wher: 
clamps will be found handy. These clamps are of sp: 
cial merit in wiping faucets, ferrules and pipes, all that 
is necessary is to drive pins in floor, set clamp on them 
and tighten screws on to pipe. <A loose block can bi 
used where pin cannot be driven in floor [In wiping a 
ferrule on to a lead pipe, pin can be driven in some par 
tition, or anything handy, and rest ferrule on the floor, 


then fasten pipe in clamp. In connecting a line of pipes 
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How the ‘“‘Faicon’ Piug Spanner ts Used 


the wrench applied ti aTieolis plug designs, and it vives 
the reader a good idea ot its utility fhe manutacturers 


will be glad to send interested partics hull particulars (oT) 


ation. mecntionme “Pon esti nvinecrineyg 


_ 
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THE BEAVER SQUARE END PIPE CUTTER. 


Luts aoypptpee almost like butter, says the Borden Co 
Warren, O.. about its new pipe cutter, which has just 


been placed (7) thre 1} irket under tie name ot the BReavet 


Square lend pipe cultes Introdueme this pipe cutter To 
the trade thi Borden Cs states that \ Howe, tts 
vice-president, “had been turning over ino his mind tor 


Vears the objections te thie rnde method of severime a 


’ 
; 


piece Of pipe by squeezing it apart with wheels whi 


closed in the *end of the pipe This method invariably, 
' lt Openiny and lett if so irrevulat 


resultiny in reducing t 


5 | 
' 
; 


and sometimes split, that accurate threading with a die 
stock, was done on a gamble. The solution lay in pr 


ducing a cutter with knives which would sever the pipe 
exactly as alathe tool instead of squeezing it off. This 
Mir. Llowe accomplished in inventing the Beaver Square 
Ind pipe cutter. The form of knives used in this tool are 
similar to a carpenters plane The knives are fed into 
the pipe automatically, and as they revolve shave a nar 
row gutter around the pipe. The operator simply turns 
the machine bs two handles precisely like a die. stock. 
Size No. 5 shown herewith cuts a one-half to two-inch 
pipe.’ The sborden Co. claims that this Beaver Square 
pipe cutter, severs a pipe pertectly square and clean: 
leaves no burr to file off or ream out, and so preserves 
the tull inside pipe opening. It cannot split a pipe and 
is said to work a vreat deal easier and quicker than a 
Wheel cutter. The pertectly square pipe end makes thread 
ing dies start more easily. run straight and last longer 


‘1 


The tool itself is strong and durable and its knives wil 








The New “Beaver” Square End Pipe Cutter. 


cut many hundred pieces of pipe without regrinding. Thi 
Borden Co. as anxious to send its circular to all cut 
ters cof pipe showing the advantage of this product tron 
the standpomt of cconomy and labor saving This cn 
cular will be sent to mterested partics Upon request, men 


troning “PDomestic Lnevineerineg 


THE METAL MARKET 


A BUOYANT MARKET FOR COPPER. 


fhe consumption of copper during May aceording t 
unofficial reports exceeded production by at least 10,000, 
HOO pounds. Stocks in the beginning of the month were 
not large, and the reserve is vetting to be rather small 
im consequence, prices advanced with case less that 
SN months age copper was selling at around 12 cent- 
and then no one believed the prices would advance as 
rapidly or to as high level as thev have, but in that short 
period quotations have risen tully 33's per cent. and 
the end is not vet. Sales of electrolytic have been made 


it 14.12 cents Vew York aol lareve lots 
LEAD. 


fhe market is quiet and shows no change, being quoted 


at 4.20 cents New York. and 4.12 St. Touts 
OLD METALS. 


Dealer ~ hou We prices MW Vew \ ork are aé¢ tollow _ 


Strictly crucible copper 


l’neructbled copper wire [14.25 to 14.35 
light copper 1.2 te mb.a8 
No. To machine composition POO te P25 
No. |? brass turnings S50 te S62 
New brass clippings 10.00 te 10.50 
Noo 1 composition turnings 1.00 to 71.285 
(locks and faucets YTS to 10.00 





Plumbing Activities in Maryland 


Business is in a Flourishing Condition in Many Cities—New State Board of Plumbing 
Commissioners Meet in Baltimore—News from Cities in Delaware 


By J. H. Robel. ‘Domestic Engineering’s” Traveling Correspon ent. 


Baltimore. 


The plumbing business in Baltimore is in a tlourishing 
condition at the present time. All the firms report a good 
business, but tind it difficult to secure the services of good 
journeymen. A great amount of work 1s being done on 
the new system of sewerage, there being over one hun- 
dred and twenty-tive thousand of these connections to be 


made, and less than five thousand are in at the present 


1ryie Phis work will require several vears to complete 


The members of the State Board ot Commissioners oft 


Practical Plumbing not shown in the accompanying pic 
ture are Dr. J. bosley and John Kremer. This board 


was appointed to office on May 6th by Governor Philips 


Sessions have been held in Baltimore 


: 


| ¢*¢ (soldsborouvh 





Four Members of the Maryland Board of Commissioners of 
Practical Plumbing. 


bv this beard, twice a week, every Tuesday and Thurs 
dav trom 4 to 6 po. m.. during the months ot May and 
lune. During the remainder of June and July, meetings 
will be held in the different cities throughout the state 
Pheir work consists of holding examinations tor both 
master and journeyman license, each having a separate 
examination and receiving special license. The new law 

the state of Marvland requires that.one cannot engage 
in the plumbing business unless he has tirst qualitred for 


license, and a heavy penalty is imposed in 


master’s 

ci SC OF VYromtion 
Personnel of the Board. 

Mr. Beam, president, was a member ot the last legisla 
tive body, and much credit tor the passage o the above: 
mentioned law is due to his untiring efforts 

\Ir. Mitchell, secretary, has the distinction of being 
the tirst plumbing inspector in Baltimore \ great deal 

credit is due him tor his intluence in bringing the sani 
tary conditions up te their present high standard. The 
oundation has also been laid tor vears to come 

\lr. Burke, treasurer, is one of the oldest plumbers in 
the citv ot baltimore, having conducted a successtul bust 


ness there for thiortv-twe vears 


| - 1 | 
twelve vears and 1s a most Capable Mian mm This wet 


Mr. Kreiner is a representative of the State Poard 


llealth, also consulting engineer for the Baltimore & Oht 
IY: Ir ve) anal } ] le? Ler ifiag ty! | 17 thy. ' 
Lalit? AC, ana thet S Clothe Vw a’ ( ICU’ WioOTK it iit SE i i 
pacities 

kf. J. Burke, i835 Penn. Avenue. reports a numbet 
VOod contracts on hand. cvyye heme tor thre (1) plete 

| | 

stallation o modern plumbing tixtures ain sixty ney 
houses: another. to remodel and connect up about 1 


hundred houses to the new sewerage svste 


plumbing work ina number ot suburban residences. Dut 


, . ‘ ‘ 
me Mr. Burke's absence. the business ts in chare: 


son. | | Burke. oa 


Annapolis, Md. 


( lyas \ Hloward reports a Very Dus\ Casal bie bicis 
recently completed water svstem and septic tank s 
roe disposal plant al Wardour, Ve this swster 
care Of sixty-tive house- he prosy 


work throughout the vear 


Salisbury, Md. 
Lewis Morgan ts one of the progressive plumbers 


this section Whe CApects tao attend Live COMmmINYe Natlerna 


V 
LUMBING « NEA TEMG CONTRACTOR 








Lewis Morgan, a Progressive Maryland Plumber 


’ ' ' , . 
convention at Salt lake City \hy \leorgan 3 . 


tul business man and a rm. belever om 


Gave d lhe acl EXPenscs 


Dover, Del. 


loones ma to. Ai Clhyervilhye ¢ Lceptt 1} ly az 
1 j } t 
ness both in the heatine and plumbine line ltrs 
" ' T 7 
has been established im busimes- tor thirtv-one vears at 


alse Operates a roundry mm connection witli the byuasit cs 


Some ot the contracts on hand at the present time 
Installing the plumbing and steam heating system in th 
VIE. ke. Church at Laurel, Del cand on the residen 


1} Mholips at ( ambriudve \he 
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Wilmington, Del. 


. ‘4 ‘ ; ; - _ ) 
lhe Mustration herewith shows a picture oO} KE I 
‘ , 1 - ali. =" \ . \ Pe 
IcKay, plumbing inspector of Wilmington. Mr. McKay 


has heen rendering ethicient service as Inspector and is a 


resentative 1s indebted to Att cKay tor many cour- 


> - 


| 


; 





E. P. McKay, Wilmington’s Plumbing Inspector. 


‘ 
| 


, . ] 
rEesies, AaAMONY WHICH Was . very pilcasant and enjoyable 


ride showing him the interesting sights of that vicinity 


Phis photograph shows an exterior view of the plumb 


} 


ing establishment « ohn Wievlesworth. who. beleves 


aintaining an up-to-date display room Mr. Wiggles 


rss JOHN 


H.WIGGLESWORTH. \=« 


Sew baal ool Ks 4 
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atin ‘mule 
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John H. Wigglesworth and His Modern Plumbing Establish- 
ment. 


worth has a number ot good plumbing contracts on hand 
at the present time and reports a splendid outlook for 
a busy season 


The photograph reproduced 


herewith shows James 
Wherry and family just betore taking a ride. Mr. Wherry 
is one of the leading plumbers of Wilmington and has 
heen exceedingly busy on jobbing tor the last tew months. 
lle also does a great deal ot brewery plumbing work and 


expects a cood sCason iI10fT business 


Maquoketa, Ila —Joles Bros. have opened an up-to-date 
plumbing and heating establishment in this cicy 


man in this line Domestic Engineering s 
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CONTRACTS AWARDED. 





Cincinnati. O.—Schuster & Wagener have been awarded 


the contracts for the installation of plumbing systems 


the following buildings \vondale public library, Price 











James Wherry and Family, of Wilmington, Del., in Their New 
Motor Car. 


Hill Masonic temple, Empire theater, Waldorf theater 
and Mrs. Kate Hart’s residence 

Hancock, Mich.—William Funkey has secured the con 
tract for the installation of a heating system in the Hous: 
ot Jacob. 


St. Paul. Minn.—The Kohl Plumbhine Co bas heen 




















L-Series aes Soe . 





The Up-to-date Plumbing Establishment of Chas. H. Walton, 
at Asbury Park, N. J., and His 1912 Delivery Wagon. 


awarded the contract for the plumbing of the new Martin 
hotel at Sioux City, Ia 

St. Peter, Minn.—Al. J. Potts & Co. have been awarded 
the contract for the plumbing and heating of the new 
county jail at Le Sueur Center 

(Champaign, I11—The Reliable Plumbing and Heating 
Co, has been awarded the contract for the plumbing and 
heating of the new high school building in Virginia, III 
The contract amounts to $4,893. 

Columbus, O.—The Board of Education has awarded the 
contract for sanitary work at the North High School, 
Avondale, Fair, Felton and Douglas avenue schools to 
the S. A. Esswein Heating & Plumbing Co 





News of the Plumbing and Heating Contractors 


Reports of the Week from Many Different Cities Show Both Business and Personal 
Activity in the Trade 


NEWS FROM PHILADELPHIA AND VICINITY. 


Wm. Newell & Bro., 1707 Sansom Street, Philadelphia, 
will install the plumbing in the new residence of E. L. 
Tusten, at Lancaster Avenue and Church Road, Over 
brook, Pa. This concern also has the contract for the 
plumbing in Dr. Geo, Woodward's residence on Hill 
side Avenue, Philadelphia. 

E. P. Rickley, a prominent North Philadelphia plumb 
er, has moved his plumbing business from 3522 N. 17th 
St. to S. W. Cor. 16th and Pike Sts., Philadelphia. Mr 
Rickley reports business good. In connection with his 
jobbing, he has been awarded the contract for the plumb 
ing and Heating in two new houses for R. E. Calhoun at 
Alney Ave. & Mascher Sts., Philadelphia. 

P. Gormley, 155 No. 10th St... Philadelphia has been 
awarded the heating contract in a large hotel at Naomy 
Pines, Pa. 

Penna. Engineering Co., 1119 N. Howard St., Philadel 
phia, will install the heating plant in the Adath, Jeshu 
run Synagogue, 2107 N. Broad St., Philadelphia. 

Harry Abel, 873 N. 6th St., Philadelphia, has the con 
tract for additions and alterations to the plumbing tin 3 
houses, 618-20-22 S. 6th St., Philadelphia, tor M. Yockmnitz 

MI. O’Meara, 1423 Dickinson St., Philadelphia, has the 
contract to install heating plants at 415 S. 5th St. and 
321 Pine St., Philadelphia. 

Robert Scott Engineering & Contracting Co., 1716 Lud 
low St., Philadelphia, has the contract for heatine the 
Wanamaker residence at (gontz, Pa. 

Robert P. Gailey, 1521 W. Venango St., Philadelphia. 
will install the plumbing & Heating in the new residence 
and garage of Edward T. Flood at Wayne avenue and 
llorter streets, Germantown, Philadelphia. This residence 
will be one of the finest in this locality; it will have tive 
bath rooms, hot water heating and stationary Vacuum 
(leaning plant in conjunction with other fixtures which 
vo to make a modern home. 

Ff. Smith, 1819 Church St., Frankford, Philadelphia, has 
the contract for plumbing work at the residence of H 
Smith, N. W. side of Packawanna St., 45 ft. southwest of 
Ruan St., Philadelphia. 

The hustling firm of Storch & Scheid, 1102 Wolf St., 
have added the plumbing work in two new houses, 1316 
and 18 N. 62nd St., to their lone list of contracts. 

J. J. Kennedy, Jr., 1317 So. 20th Street, 1s making addt- 
tions and alterations to the plumbing in ten houses at 333: 
to 51 North Agala Street fer C. T. Willis. 

Wm. P. Muench, York Road and 70th Avenue, Oak Lane, 
is installing the heating in the residence of W. Orleman, 
Elkins Park, Pa. He also has the plumbing and heating 
for Harry Pierce on Girard avenue, Ilkins Park, and the 
plumbing and heating for Fred Lucking on York Road. 

Chas. A. Rapp, 277 Cornwall street, 1s making alterations 
and additions to the plumbing in two properties at 4530 
and 37 Stiles Streets. 

Robert Williams, 6015 Chestnut Street, is doing the 
plumbing in 14 new houses at 731 to 757 South 56th 
Street, for Kenan & Compton; he also has the contract 
for plumbing at the residence at 319 North 61st Street, 
for W. Hempill. 

R. A. Needham, corner Church Street and Frankford Ave- 
nue, is installing the plumbing in the new building at Herbert 
and Horrock Streets, Frankford, for W. Brinkman. 


R. Raynor, 926 Mountain Street, Philadelphia, has the 


contract for 56 new houses at 2200 to 2254 and 2201 to 
2255 Hamberger Street, for B. C. Simon. 

The accompanying illustration shows a view of the 
plumbing establishment of Britton & Withem, 127 E 
(hester Avenue, Germantown, Pa. Both members of 
this firm are active in association affairs. Among the con- 


tracts they have on hand are the plumbing as heat 
ing in the new residence ot Mr. A\schenbach, on Wymoor1 
\venue, Chestnut Hill, Philadelphi 
heating in the residence of Mr. Marshall, 176 W. Price: 


a: the plumbing and 


St.. Germantown; additions and alterations to the plumb 
ng tor Miss White. 18 Chestnut Avenue, Philadelphia: 


Saecane oct } - ! 
plumbing and heating in the business estallishment 





A Corner in the Up-to-date Office of Britton & Withem's 
Piumbing Establishment in Germantown, Pa. 


tor Kirk & Nice, 6200 Germantown (venue, Philadelphia 
steam heating tor the Electric Filter Mfeo. Co. sth & 
Wallace Streets, Philadelphia, and the plumbing in the 
residence of A. P. Rosenberger, of Elkins Park, Pa 


NEWS FROM NEW ENGLAND. 


Massachusetts. 
Marlboro.—The city government has appropriated $5 
000 to cover the expense of installing a heating and ven 
tilating plant in the Pleasant street schoolhouse ‘The 


contract has been awarded to Stone & Underhill, « 
Boston. 

Millis.—New plumbing regulations, recently adopted by 
the town, went into effect on the first of the month. The 
rules provide that only holders of master plumbers’ I 
censes may contract for plumbing work and all journey 
men employed on jobs in the town must be able to pro 
duce a proper certificate , 

Haverhill.—McAree Bros. have been awarded the con 
tract for the heating and ventilating and plumbing of the 
new schoolhouse soon to be erected on Oak Terrace for 
St. Joseph's Church, 

Rhode Island. 

Providence.— The contract for plumbing in a three-story 
brick building being erected on Mathewson street tor 
EK. A. Smith, has been awarded to W. J. Cain 

Providence.—Appleton & Lee have been awarded the 
contract for plumbing the Minden hotel on Waterman 
street. 

Maine. 

Portalnd.—F. & C. B. Nash Co. has the contracts for 
plumbing and heating in the new schoolhouse to be erect 
ed at South Portland. Its bid for heating was $1,381 and 
for plumbing $361. 

Bangor.—New plumbing ordinances that are being con- 
sidered by the city are meeting with considerable objec- 
tion which were voiced at a recent hearing before a spe 
cial committee of the board of aldermen. 
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Connecticut. 


terbury M. J. Daly & Sons, Inc.. have been award 

the ontract for plumbing a new residence to be 

Naugatucl tor lkrederick | Schatter lhe 

bros. €o. will do the plumbing in a new business 

K svon to be erected on North Main street for Wil 

Riether lhe contract tor plumbing and heating a 

ree-tamily house on Willow. street, owned by J. | 
ney, has een placed with \\ HY] Lowe 

bridgeport.—Contractor |. ©. Travis has started work 


n two houses tor himselt on Davenport avenue and has 
| tl heating contract with A. E 
ave the contract for plumb 
new house to be erected in Fairtield for William 


1 1? 1 aime . : —_ 
lox [he house will be arranged tor two modern 
riment- 
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Menden fhe plumbing and heating of a new vara 
’ 2 
e erected on Brittania Street tor Mrs. Henry Warren 
ena varded ter thre Pavior lave Lo.* 
’ { Er } sal T | ’ } ,s* ] } ] 
( Phe only Ind tor plumbing the new hiel 
j } ‘ j ] ] P ~~ 
. nulding received by the school committee was from 
|) ! llrson chao offerca to do the work for SO 750 
cl askee the sam work a vear avo and at 
‘ " be ’ ; 
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NEWS FROM THE PACIFIC COAST. 


San Francisco. 


\ s ToT tiie Jat Deore dis sale hha } 
{ CTal busines- this Vear Is ¢ mMsideral wreat 
( Salle pericn ist Veal vet t is adimittes 
ore >t is rve a pereentage (>T pr I is TO] 
fact the competition of the last few vears ha- 
. foe that Ml MmaAnV Cares thie re has beet We) poreavtit 
onditions are ipidly bein readygusted, esp 
¢ plumbuit heatine and ventilatine trades 
look tor better times is very good. Contractors 
talline am line and conducting their business 
naccordancs th modern requirements. The ove 
C% osts are beme considered more sermuslyv, as wel 
nents of lela lents te t"! plover - 1} 
] nN prices and so on scientific accounting is lye 
me the ral vith thr Mapority lt aiws beige more tull: 
ed that the cost ot dome business, as well as thr 
inv, has a tendency to increase taster than thre 
- Curis has lé eN\DANS and allowat { Is Poem 
{ rdinely 
tive present Lhyyye thre bean ding season ois almost 
eruht on the oust and as a result most of the cor 
Ctors are us There have as vet been but a tew 
sputes, and none of these really sertous to busines-~ 
it would seem that the chance tor a yprotitable season 1- 
ery tair despite the higher cost ot materials and the delay- 
! ettiny ontracts Tobbers mn py burraa lye rs and envmecr-s 
-upphes have enjoved a normal business all season thu- 
ar, and the only ones to complain seriously are the 
stern manutacturers who are supplying the Coast trade 
it] batt tubs at prices admitted te be lve how cost Phere 
re persistent Thnmors that the prices on bath tubs wt} lye 
see =e vent \t any rate there does not appear to bye 
any likelshood that the price war will sueceed alone thi 
lines of has been ondn tec here 
lhe downtown committee of the San Francisco Cham 
eroot Commerce has taken up the matter of advocating 
pounded omtort stations m the large stores of the Cit 


ane they are imvestigating the subject by correspondence 
ith merchants in other cities that have introduced the 
cle The need tor this sort of improvement is great in 
San Francisco and it ts hoped that local merchants will 
operate with the committee im projectimy the innovation 


already has puble comtort sta 


Phe city of Pasadena. Cal 
trons amstalled in a number of stores and the merchant- 
ere say the plan is not only convenience to the pub 
ne but a busimess-vetter as well 


Francis Baker, general manager of the George Hl. Tas 
(Co. reports business steady and satistactory considering 
lt has heen an especially 
* 


the drawbacks of the season 
eood vear tor pumps and vas engines with 


~ ¢Conce;°rn, 
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though the demand for all modern plumbing tixture- 
growing in this territory 
I. R. Andrews, formerly vice-president of the Calit 

Ma corporation of the B. FF. Sturtevan: Co., has return 
0 the factory of the company, at Boston, Mass... a) 
his place here is now filled by J. ID. Chase. Mr. Cha- 
formerly held a position in Boston at the headquarte: 
of the company 


—~ —~ 


\s soon as the required area has been tilled in at 
Harbor View Site of the Panama-Pacitic Exposition, t! 
Buildings and Grounds Comunittee will immediately lb: 
gin laying pipes, conduits, and will make all other nece- 
Sary sanitary arrangements jor the [I air. 

Mangrum & Otter have been awarded the steam hear- 
ing contract for the hotel building at lloward and Thir 
streets, Dr. A. W. Morton, owner; the amount of con 
tract beime $3,750. 

The Journeymen Plumbers’ Union will hold its thircy 
first annual excursion and picnic at Princeton Park oF 
Sunday, June 23. This union has just purchased at 
automobile for the use of the business agent, R. H. God 
trey 


The plumbing and gastttinz work on the six-story and 
basement concrete and steel trame building on Bush 
streec near Jones, has been awarded to the J. Loon 
Co. The owner of the building is E. L. Hueter 

(On the tive-story and basement store and = roomuinys 
house building on Sixth St. near Market. Greninger [- 
tate Co. owner, Mangrum & Otter have been awarded 
the steam heating contract: amount, $1,100. The plumb 
ing contract. amounting to ¥4,100, on the same building 
was viven to -rank Klimm 
, new building which will be used as a plumbing e- 
blishment by Fowler Bros... is beme erected at Laton 


* \ baowlhan, pluaitoes anc vas fitter, has opened ad We 
establishment 11) t hie [wri Theaters Piaiding ()1) Vicorde 


\ ‘ YVovales. \riz 


NEWS FROM WISCONSIN. 


\ppleton laitteen miles of water mains are to be lat 
in this city soon for the municipal water works systen 
londs to the amount of $200,000 will be issued 
This city will improve its sewerage syste) 
\ contract was recently awarded by the common coun 
ror the work to EE. R. Harding & Co, Racine, whose bi 
for the work amounted to $40,000 

\lilwaukee.—The Commissioner of Public Works ha- 
recenved bids tor the laying of sewers in various strect- 
of the city. The total amounts to 4,500 li. ft. 12-1nel 


\shland. 


1700 1 tt. 15-inch and 50 |. ft. 18-inch pipe sewers 
lanesvill The Janesville Electric company has dis 

continued its central heating system and is now dismant 

line at. The boilers are being removed from the powe 


house to make room tor a new turbine and generator 
‘Milwaukee.—The Downey [leating and Supply Co.. Mal 
watkee, has been awarded a contract tor a heating systen 
in the new County School of Agriculture and Domest! 
keonomy, Wauwatosa The contract amounted to $26 
Tal 

Beloit. —Work has been started on the new septic dis 
posal plant in the extension of district B. The tank wil 
be located in Carnegie \venue, and will be 110 feet long 
™ treet wide and 12 feet deep. It will require 1,000 squar: 
vards of excavation, 450 cubic yards of concrete and thre 
tons of wrought tron bars. The entire sewage of thi 
city will pass through this tank before it is emptied int 
furtle Creek 

Fond duo lae.—The common council which recentls 
created a plumbers’ examining board and a city plumbing 
mspector, has appointed Architect J. I. Hennen inspector 
lle will receive fees as tollows: Fifty cents a fixture, with 
a minimum fee of $2 per job; extra visits to be charged 
at $1.25 each. FEF. O. Funkey has been elected presiden' 
ot the board and J. S. McCullough secretary. All plumb 
ers of the city will be required to pass an examinatio! 
betore they will be qualified to work at their trade. 

Kenosha.—The common council has been requested t 
take the necessary steps for installing a filter to cleans 
the water used in this city The water, taken trom [ak 
Michigan, shows traces of impurities in chemncal tests 
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OBITUARY. friends and associates who were unable to attend his 


funeral, and many came from other states to attend the 


| 


Henry Cc Richardson SETVICES, including HI. (,; Nye, Of Chicago 


lenry ©. Richardson, of the heating firm of Richardson Theodore Albert 
& Clement. Boston, Mass.. died May 26th, in his 58th year Theodore \lber ‘estdent of th \\ ts I 
lie was born in Jamaica Plain, Mass., April 5, 1855, but ie acer, ‘wae, nia pape ro G tre i ham Powe 
lived in the South End of Boston since early childhood i ek eee ee ee ee Pe ee 
\ithough he had considered that he required some medi lay eth, in fis 59th year 
cal care for the past few years, it was but practically 


two weeks since he left his office feeling that he would John J. Powers and Alfred P. McAree. 

take a few days rest, and after suffering a severe attack John J. Powers, a plumbing contractor of Brockton. 
of what was considered indigestion, he consulted an ex- Mass., and Alfred P. MeA\ree, employed as foreman ot 
pert and it was determined that he had some. serious Mir. Powers’ establishment, were drowned in a_=esmall 
trouble and an operation was ordered immediately. It pond at East Weymouth, Mass., recently, when an auto 
was found that he had numerous abscesses in the stomach mobile in which they were riding slid down an embank 
and he survived but | few days. The funeral services hient Into the Water The Iwo men were returning trom 
were held at his late residence, 55 Dwight street, boston, atrip to the South Shore where they had gone to confer 
at two o'clock Wednesday, May 29th. He was married with a party regarding the contract for plumbing a new 
but ten days betore his death. The wedding Was sect tor building They took thre Wrone road and when thie Y dis 
early in June, but it was his wish that it should take place covered their mistake sought to turn about but the road 
before going to the Hospital. He entered the heating Was too narrow and the machine slid down the embank 
business, which he followed to his death, as an apprentice ment 25 feet into the water. MeAree was thrown int: 
to Richardson & Bently, of which tirm his tather was a the water and Powers jumped in to go to his assistanes 
member. He was subsequently foreman for the tirm of Both were drowned, Powers was 36 vears of age and a 
Bremen, Dow & Co., and tor the past vears had been native of Brockton. He had been in the plumbine busi 
senior member of the firm ot Richardson & Clement, 20 ness tor himself for about 10 years 

Union street, Boston. During his journeyman days he 

served as president, and tor many years treasurer of} the John Conklin. 

old steamntter’s union. Taking an early interest in polt- John Conklin, a master plumber of Hartford. Cons 

tics, he became a member and afterwards chairman ot the died at his home in that citv on June 1st. after a lineerine 
Republican Ward Committee of Ward 16, and atter the HIness. Mr. Conklin was unmarried and in his 48th veat 
change of ward lines, in 1895, continued as a member 

1 the Ware 9 | ommittee up to the present time Dur Mrs. George F. Uber. 

Ing the administration © \Nlaver Curtis. he served as 

Superintendent of the Water Department, which at that 

time had not been taken over by the Metropoltan Board MIirs. Greorge bo Uber, wite of CGreorge bo Ube 

lle had served on the Republican State Committee and of the leading master plumbers of Philadelphia, Pa 

was a Presidential elector In 19OO, votine tor President at her home in that City oon Wednesday Parrne stl alte? 
\ie Kinley Ile was always vemal and beloved by all, a lingering ilness. Mrs. Uber had attended many cor 

and he leaves a wide circle of triends to mourn his loss, ventions of the National Association of Master Plumbers 
which we might add is also a loss to the business world. and her many triends in all parts of the country wall be 
\iessages and tloral tributes were received trom numerous sorry to receive the intelligence of her death 





UNITED STATES RADIATORS AND BOILERS 














are built with a knowledge to secure from each pound 
of fuel in the firepot the greatest number of heat 
units. They insure the owner with fuel economy. 


They produce that warm, balmy atmosphere that 
protects health of old and young. 





United States Radiators are made in many designs 
to meet every purpose—from severely plain to those 
highly ornamented. They are clean, sanitary and 
durable in construction, because they are built of the best possiblegrade of cast iron. 


White today for THE COMPLETE LINE Catalogue on boilers, radiators, and 


heating specialties. 


UNITED STATES FYADIATOR (ORPORATION 
General Offices: DETROIT, MICH. 


Branch Offices and Show Rooms 











New York 3-5-7 West 29th Street Pittsburgh - 4th Avenue and Wood Street Detroit 139 Jefferson Avenue 
Boston 236 Congress Street Buffalo Fidelity Trust Building Minneapolis 901 Washington Avenue. So 
Philadelphia - 122 North 13th Street Cleveland ; 1419 Schofield Building St Louis 14th and Pine Streets 
Washington,D C. Metropolitan Bank Buildins Chicavo 184 North Dearborn Street Omaha 916 Parnam Street 


Baltimore 09 North Howard Street Kansas City 220 East 10th Street 


Kindly quote “Domestic Engineering” in writing advertisers. 
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1.025.827 Valve Nalliam | Parkinson, Ashland, ©. 
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26,09% Water-A\leter with Revolving Piston. \ltred 
\1 } ’ 7 = .' . _? _e . - ' 
lonard, Paris, Irance \ water meter comprising in 


bination, a main casing provided with inlet and outlet 
ports, an annular piston casing within said main casing, 
wall dividing said piston casing transversely, a piston, 
relatively smaller than and disposed within said piston 
asing, having a diaphragm dividing the same into upper 
and lower chambers and an aperture about the said wall 
and adapted to permit movement of the said piston within 
said piston chamber im liquid tight engagement, the = said 
inlet port of said main casing being in communication with 
said piston casing at one side of said wall and above and 
below the said diaphragm of said piston, and the said out- 
let port of said main casing being in communication with 
sail piston casing at the opposite side of said wall trom 
the said inlet, and above and below the said diaphragm of 
said piston, a movable member pivotally carried by said 
main casing concentric to the said annular piston casing 
and subjacent to said piston diaphragm, a second movable 
member pivotally carried by said main casing concentric 
to said annular piston casing superjacent to said dia- 
phragm, and a pin carried concentrically by said piston 
diaphragm and operatively connected to said movable 
members to movably guide said piston within peripheral 
contact with said piston cylinder, and to impart movement 
to said movable members, substantially as and for the 
purpose set forth. 

1,026,890. Hydraulic Ram. John D. Weaver, Mifflinburg, 
Pa. Ina device of the class described, a body provided 
with an opening; an air chamber communicating with the 
hody: a valve located within the body and pivoted to the 
body, to serve as a closure for the opening, the valve being 
provided with a rearwardly extended finger; a screw 
threaded through the body and adapted to engage the 
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hnger, to limit the movement of the valve into open pos! 
tion; an arm secured to the valve and curved rearwardly, 
toward the pivotal mounting of the valve, the arm bein: 
extended through the opening; a weight movably mounted 
upon the arm; and means for holding the weight agains: 
movement upon the arm. 

1,027,120. Self-Closing Faucet. Joseph H. Glaube: 


Cleveland, ©. In a seli-closing faucet, a valve having 
stem, a rotatable handle and means to lift said stem having 
adjusting devices to detinitely relate said parts and take 
up wear, a separate index button, and adjustable mean: 
to detachably fasten said index button upon said adjusiin 
devices 








1,027,819. KFlusher-Valve George W. Collin, bride: 
port, Conn., assignor to The Collin Valve Co., Portland, 
\le., a corporation of Maine. The combination oi a easing 
having an inlet and an outlet communicating through a 
port, a valve tor opening and closing the port, a differ 
ential area piston connected with the valve for actuating 
the same, a cylinder within the casing in which the piston 
reciprocates, an inlet passage through which liquid passes 
iror: the inlet to the cylinder to exert a greater pressure 
on the side of the piston of larger area than does the iniet 
pressare exert on the side ot smaller area to normally hold 
the vatve seated, a drain passage leading trom the cylinder 
to permit liquid te flow out ot the latter faster than it 
enters through the inlet passage whereby the inlet pres- 
sure acting on the side ot the viston of smalles area woves 
the pistor and opens the valve, a chamber in the wall o° 
the casing communicating with the drain passage and 
having an opening in its side, a handle extending into 
said opening and fulcrumed in the casing, and a drain 
valve in the chamber for opening and closing said passage, 
said drain valve having spaced annular shoulders between 
which the handle engages to impart movement to the valve 
and whereby the handle forms the sole retaining means 
therefor, said shoulders permitting the valve to be turned 
or grinding its seating portion. 

1,027,474. Cock and Faucet. Porter S. Hamrick, Wau- 
sau, Wis. A combination fixture of the character de 
scribed including A faucet provided with a spout having 
a longitudinal bore and a vertically disposed passage in- 
tersecting said..bore, and a drinking fountain embodying 

tubular arm mounted for a turning movement in said 
passage, and formed therein in registry with the outlet end 
of'the bore, with an oblique partition, the arn being 
formed below the partition with a relatively large port. 





























1. oo, ? Fal 
ss” ; J” “ «. 5 A | 
; | 
c Cd u 
1.027.474, be 4 - ‘ 
“Sa = . 
a ie * a ii 
— yy = 
—_— — : 7. | 
= <= See = 4 
\ euaeein am «ape 'd ——= © © 
—_—_—_— —— >6— —-} 
[ —————— — =» = 7 —— 6 t 
t a a ee ae oe a 
Oe heed oe 4 
1,027.622 re 





1,027,622. Flushing Apparatus Robert Harvy Oliver 
\icDonough, Washington, Pa The combination, with 
a water tank, and an outlet pipe projecting upwardiy 
therein; of a boat pan provided with a tube which encir- 
cles the outlet pipe, an outlet chamber or bell connected 
to the float pan and having an inlet at the bottom of 
the float pan, a_ telescopic extension pipe slidable in 
the outlet pipe and having its upper end conrecfed to the 
upper part of the outlet chamber, and a regtlator for 
admitting water from the tank to the float pan in a smal] 
siream. 





